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King Cardinal carnations growing in nutrients. Benched in July; photographed 
in December. Note exceptional foliage and abundance of buds. Flowers 5 
inches in diameter and with 48-inch stems were cut from these plants. 
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TO 


Our professors, associates, and friends at the University 

of Illinois, who so conscientiously instilled in us the fun- 

damental knowledge which made this book possible, and 

to all commercial growers of America, with the hope that 

they will go forward with confidence in this new science, 
we humbly dedicate this book. 





PREFACE 


Those persons interested in nutrient culture fall quite naturally 
into three classes: those who are merely interested from a curiosity 
standpoint and are intrigued by this fascinating subject; those who 
recognize its commercial possibilities and want a simple practical 
method that has been proven; and those who are interested in research 
work and have contributed so materially to the subject. We believe 
that this book will have some appeal for each class. For those men 
who are doing research work, we hope that this volume will bring to- 
gether various ideas, formulas, and theories which have been estab- 
lished. We do not attempt to promote any radically new theories, 
nor do we claim as original most of the methods outlined. 

We do believe that the practical results obtained through this work 
will encourage commercial producers to improve this method of con- 
trolled growing and truly show its real possibilities. We sincerely 
hope that the chapters on practical greenhouse conversion, methods 
of control, and definite formulas will embolden the many growers who 
have hesitated heretofore to adopt this method of culture. We are 
certain they will find that they can grow finer flowers and vegetables 
with much less trouble and at a greater profit. Those persons who 
may be classed as advanced amateurs will find that, by studying the 
chapters on practical greenhouse culture, they will be able to adapt 
the ideas on window-box and small-tank culture to their own problems. 
This is admirably illustrated by the three color plates showing actual 
results of such an amateur- installation. 

The purpose of the book is to give a practical working knowledge 
of the various methods of growing plants in nutrient solutions. We 
believe that we have presented the subject in sufficiently non-technical 
language so that the layman or the person with only a limited knowl- 
edge of chemistry or botany will find no difficulty in following our 
methods. 

Wayne I. TurRNER 

March, 1939. Victor M. Henry 
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GROWING PLANTS IN NUTRIENT SOLUTIONS 


CHAPTER I 
A GENERAL VIEW OF NUTRIENT CULTURE 


The idea of growing plants without soil is not new. Originally it 
was employed in physiological experiments only, but recently it has 
been proved to be thoroughly practical and also to have some very 
definite advantages over ordinary culture in soil. 

Many different terms are used to describe this way of growing 
plants, for several different methods are practical from a commercial 
standpoint. Some of these terms are hydroponics, sand culture, water 
culture, cinder culture, chemiculture, tank farming, and soilless agri- 
culture. The major differences are indicated in the terms themselves. 
We shall not attempt to cover in detail all these methods, but we shall 
call attention to the important differences and show the practical 
superiority of several. Nutrient solution culture, or, for the sake of 
simplicity, “nutrient culture,” is a descriptive term which we prefer 
and shall use throughout this discussion for uniformity. By this term 
we shall refer to all methods of growing plants without soil and sup- 
plying the nutrients artificially in solution. 

It is only natural that a subject of this sort would attract the atten- 
tion of scientists. Scores of men have worked on the problems involved 
since the idea was conceived a hundred or more years ago. It would 
be almost impossible and certainly not within the scope of this book 
to attempt to mention all the well-known men who have contributed 
materially to the subject. However, certain men have done out- 
¢tanding work in this field, particularly from the standpoint of taking 
it out of the experimental class and showing its practicability in the 
commercial field. 

Those interested in growing vegetables and flowers should feel 
indebted to such men as H. M. Biekart and C. H. Connors, of the New 
Jersey Experiment Station; W. F. Gericke, formerly of the University 
of California; and Robert Withrow, of Purdue University, because 
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THE ORIGINAL NEW JERSEY METHOD 2 


each has made noteworthy contributions with respect both to the 
scientific phase and to the practical adaptation from a commercial 
standpoint. Biekart and Connors of New Jersey have been growing 
carnations and roses for eight or ten years on a commercial scale by 
the nutrient-culture method in sand. W. F. Gericke has received 
country-wide recognition for his work, particularly in the growing 
of such crops as tomatoes, potatoes, corn, beans, and miscellaneous 
vegetables. 

To Withrow, of Purdue, should go a great deal of credit for devel- 
oping a practical subirrigation system that is peculiarly adapted to 
large-scale commercial growing. 


THE ORIGINAL NEw JERSEY METHOD 


Each of these men uses a different yet successful method of sup- 
porting the plants and applying the nutrient solution. The method 
used by Biekart and Connors employed the regular greenhouse bench 
filled with clean sand instead of soil. The required nutrients were 
supplied by mixing the necessary chemicals in an elevated tank of 
water and applying this solution with a hose (by gravity flow) in the 
same way benches of soil are watered. The plants were fed in this 
way several times a week, and between periods of feeding the sand 
was kept moist with ordinary tap water. Whenever necessary, usually 
every two or three weeks, the sand was thoroughly leached with 
water to remove any accumulations of chemicals. 

It is evident that this method, since it does not require any change 
in bench construction and necessitates only the addition of an over- 
head mixing tank, is an economical method to start nutrient-solution 
experiments. The disadvantage of this procedure, however, is that a 
great amount of the valuable chemical salts is lost in draining the 
excess solution out of the bench and by the leaching process. Further- 
more, there is no saving in the labor of watering, as this is still done 
by hand. Another objection to the original New Jersey sand-culture 
system is that the sand must be free of limestone. In many sections 
of ¢he country sand which is free of lime is hard to obtain and expen- 
sive. Sand containing a high percentage of limestone requires the 
addition of too much acid to bring the acidity to the proper range for 
the growing of many crops._ We find that the acidity of the nutrient 
solution is of great importance, and we take very definite steps to keep 
it within the proper range. Possibly with such a crop as sweet peas, 
a sand containing lime would be satisfactory. Certainly much trouble 
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W. F. GERICKE’S METHOD 5 


would be experienced with a crop like gardenias. Several years ago 
New Jersey abandoned this method for an improved subirrigation 
systern designed by R. B. Farnham. 


W. F. Gerickxe’s Mernop 


Dr. Gericke’s method is more simple in some respects, as the roots 
of the plants grow in and are in constant contact with the nutrient 
solution. With his method, waterproof benches are constructed of any 
suitable material. (Details of construction of a waterproof bench will 
be given later.) Coarse wire netting or hardware cloth is stretched 
over the top of these benches, and on this is laid burlap, coarse shav- 
ings, excelsior, or similar material. This netting and excelsior help to 
support the growing plants. In contrast to the original New Jersey 
sand-culture method it will be seen that this system is more expensive 
in first cost because it is necessary to make the benches waterproof. 
However, there is a definite saving in chemicals and fertilizers, since 
none of the valuable salts are lost through the benches. There is, of 
course, a further saving in that hand watering is eliminated. Some 
growers who are using this system have found it advantageous to add 
a pump to circulate the solution continuously. This, of course, adds 
another item of expense. One disadvantage of this method is the 
practical necessity of getting sufficient air to the roots of the plants 
since they are constantly immersed in the nutrient solution. As the 
reader probably knows, it is difficult to make water absorb air; this 
absorption must be accomplished by some mechanical process such as 
agitating the solution vigorously, keeping it in constant circulation by 
pumping the solution into a tower and allowing it to fall by gravity 
over some sort of grating to aerate it, or by actually forcing air into 
the solution with an air pump. Although the job of getting air into 
the solution is not so expensive a process as may appear from the fore- 
going, it is not so reliable a method of getting proper aeration of the 
roots as either of the other two systems which we discuss. Another 
disadvantage of the Gericke system is that the plants are held in place 
insecurely and as a result the root system may be damaged during 
syringing. We believe that Dr. Gericke’s method combined with the 
sunny California climate gives the largest yield we have ever seen, but 
we think it has a very definite disadvantage if used in those sections 
of the country where there are a number of consecutive cloudy days, 
as plants growing with their roots constantly in contact with water do 
not thrive under such cloudy conditions. 
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Present New JerseEY METHOD 


This last factor is one of the main reasons why we have adopted 
and recommend the third system of nutrient culture. It secms to 
combine all the desirable features of the other two and in addition 
has some important advantages. R. B. Farnham of the New Jersey 
Experiment Station worked out a system of waterproof benches and 
a subirrigation method of delivering the nutrient solution to the plants. 
A little later in the same year, Robert Withrow of Purdue University 
worked out a similar system with the solution-tank under the benches 
using a centrifugal pump to force the solution intu the benches, and 
allowing it to drain baek to the solution-tank by gravity. In the 
Middle West, at least, the system is known as the Withrow method, 
and certainly Withrow has done remarkable work with it and well de- 
serves such acknowledgment. 


Tue WitHrRow MetuHop 


Briefly, the system consists of waterproof benches built in much the 
same way as those used by Dr. Gericke with the exception that no 
wire cloth, burlap, or excelsior is used. Instead the benches are filled 
with gravel, preferably low in calcium (lime), or cinders. All green- 
house establishments that are heated with coal accumulate an excess 
of cinders which ordinarily are a liability, and for that reason we 
prefer to use cinders to save the expense of buying gravel as well as 
the cost of disposing of the cinders. We also find that it is easy to 
adjust the acidity of the solution when cinders are used. 

It is of great importance to see that the benches are properly 
leveled. Theoretically, there should be a slight fall in the benches 
toward the end nearest the solution-tank which would enable the solu- 
tion to drain out more rapidly and more completely. In actual con- 
struction it is easier and, so far as.we have discovered, just as well to 
have the benches as nearly level as possible. By using a surveyor’s 
transit, a careful workman can build a bench 100 feet long and have 
it within 14 inch of level. It is of particular importance to see that 
there are no pockets or depressions in the bench to hold the solution. 
At a centrally located point and definitely lower than the benches is a 
waterproof concrete tank constructed to hold the nutrient solution. 
In a separate compartment alongside this solution-tank is located an 
electrically driven centrifugal pump. From the solution-tank a single 
run of pipe goes to each bench to be supplied from that tank. At each 


THE WITHROW METHOD 7 


bench this pipe discharges under an inverted trough which rests on the 
bottom of the bench and extends its entire length. This inverted 
trough helps to distribute the solution uniformly throughout the bench. 
Reference to Fig. 7 will show how it operates; complete construction 
details will be given later. 

The pump which forces the solution into the benches is operated 
by a time switch so that the benches are filled and emptied several 
times a day. It is readily seen that many very important things are 
accomplished automatically with this system. As the solution is forced 
into the benches air is forced out of the cinders, and as the solution 
drains from the benches air is drawn back into the cinders. This re- 
sults in perfect aeration of the roots. Moreover, no valuable solution 
is lost because the benches are waterproof. It is not necessary to 
water the plants by hand, as this is accomplished by pumping the 
solution to them. Since all this is done mechanically ‘with electric 
power and automatically by using a time switch, the entire system can 
be operated at very low cost once it is installed. 


Cuapter II 
COMMERCIAL ADVANTAGES 


There are many reasons why the commercial grower should be 
enthusiastic about the culture of flowers or vegetables in nutrient solu- 
tions. Chief among these is the fact that it is definitely cheaper. The 
growing of plants in nutrient solutions is much more efficient than 
ordinary soil culture. The plant that is being grown is fed just those 
elements that it needs for proper growth and development, and no 
others. There is no waste, either of water or of fertilizer, and there 
are no losses of valuable nutrients by leaching. 

Every practical greenhouse man knows that one of his greatest 
items of expense is labor. With nutrient-solution culture the manual 
labor required for watering is practically eliminated, as watering is 
accomplished in the same operation with an electric motor and pump 
which is supplying nutrients to the growing plants. This is just one 
example of the many ways in which nutrient-solution culture is more 
economical than soil culture. In respect to new construction the first 
cost is slightly more for benches, but if the benches are built properly 
of concrete they will give a lifetime of service, and even if made of 
wood the life of a bench will be increased tremendously. The reason 
for this is self-evident since little if any moisture or soil acids come in 
contact with the wood of the bench. Therefore there is no need to 
spend the time and labor of repairing benches every five or six years 
as with those used in soil culture. Likewise, steam-pipe replacement 
is less, because there is no constant drip from the benches onto the 
pipes. This yields a double saving—less labor for repairs and less 
pipe for replacement. 

Probably no grower knows how much profit he loses in lowered 
efficiency of his employees who have to work in muddy walks wearing 
boots. By growing plants in nutrient solutions, the dripping which 
ruins the best of walks is eliminated. Not only is the cost of labor 
and materials for repair work saved, but also the employees accom- 


plish much more since they are not needlessly tired out from working 
in mud. 
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Two other rather expensive jobs are completely eliminated by grow- 
ing plants by the nutrient-culture method. No time is required for 
watering, and no mulching is necessary. Both are quite serious items 
of expense in any greenhouse range, and, in view of the fact that both 
the watering and feeding are done at one time by electric power instead 
of with manual labor, the saving is even more apparent. 

Every grower knows that it is necessary to carry an extra pipe or 
two in a house to keep it sufficiently warm when the watering or 
syringing is being done. When a crop is grown in nutrient solutions 
less fuel is required because it is not necessary to drive out surplus 
moisture during cold days when watering or syringing, as in soil cul- 
ture. The elimination of these excessively moist conditions brings 
about further savings and makes it possible to produce a much finer- 
quality crop because of the lessened danger of mildew and black spot 
on roses, for example, and of rust or other leaf spots on carnations. 
Naturally the result is a further saving in the reduction of the amount 
of fungicides needed and the labor of applying them. 

Regardless of the location of a greenhouse range a big item of 
expense is the soil required in soil culture. It takes time, labor, and 
fertilizer to prepare it for planting, and a great deal of labor to wheel 
it in and out of the houses. If the soil is left in the benches for 
several years it must be sterilized with either hot water or steam. 
The equipment for steam,sterilization is expensive; hot-water sterili- 
zation has the objection of keeping the soil wet for long periods of 
time. Cinders or gravel can be used as a medium to hold the root 
system securely in place when growing plants in nutrient solutions. 
The original cost of cinders is almost negligible, and we have found 
them just as satisfactory as gravel. Once they are placed in the 
benches they may be left there for many years and are easily steril- 
ized with acid or formaldehyde at very low cost. Formaldehyde 
must not be used in a house where any plants are growing. ~ 

One of the most important problems in operating a range profitably 
is to set out as many plants as it is possible to grow properly in the 
benches. When plants are grown in nutrient solutions it is possible to 
set? them closer together because the amount of nutrients that can be 
supplied each plant is not limited, as it is in soil culture. Light is the 
chief limiting factor. About 20 per cent more plants can be grown in 
the same bench space by the nutrient-culture method. 

From the foregoing statements it is apparent that growing plants 
in nutrient solutions effects very definite savings by eliminating many 
items of expense that are unavoidable in soil culture. Other, equally 
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Fic. 3. Roses growing in soil. Hollywood, budded stock. Benched in April; 
photographed five weeks later in May. Note ordinary weed growth and average 
height of rose plants. Before these plants produced a crop, those shown in the 
next picture had produced a nice crop and the second was almost ready to cut. 
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Fic. 4. Roses growing in nutrients. Hollywood, dormant budded stock, benched 

one week earlier than those photographed in soil in preceding picture. Note 

entire absence of weeds and stronger growth despite the fact that the others 
were started buds. 
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important reasons would warrant a grower’s adopting this method. In 
growing flowers, for example, it is possible to control the intensity of 
color and the quality of the blossom and also to adjust the time of 
maximum yield of product in relation to market prices. 

It costs about 10 cents per square foot to convert a house from soil 
culture to nutrient culture, but we find that with carnations we more 
than double the yield and get a finer crop that brings a better price 
per bloom. With roses the extra cost for conversion is absorbed in one 
year, and undoubtedly the yield on this crop will improve with more 
experience. Jonquil bulbs planted on December 7 directly in the solu- 
tion, with no precooling for root formation and never planted in soil, 
bloomed 100 per cent with perfect flowers cut on January 31. This 
was a late variety—Minister Talma. 

Biekart and Connors of New Jersey found that carnations grown 
in sand with nutrient solutions gave flowers of the same quality as 
those grown in soil with respect to stem length, vigor of stem, and 
size and keeping quality of the flowers, and that they were growr ta 
much lower cost than in soil. This was possible because the time in- 
volved in applying fertilizer was reduced, and weeding, watering, and 
cultivating were eliminated. There was also evidence that there was 
less disease and greater freedom from red spider due to greater con- 
trol of growing conditions. 

In nutrient culture outdoors, Gericke of California found that to- 
matoes produced fruit 60 days after planting. Gericke has produced 
tomatoes at the rate of 200-300 tons pet acre where the normal average 
for unstaked field-grown plants is about 5 tons per acre. He also has 
produced potatoes at the rate of 2,465 bushels per acre where the aver- 
age soil production was about 116 bushels per acre. Possibly this could 
not be duplicated in a greenhouse, where the light factor is limited, 
but it does show the possibilities of this method of growing when one 
becomes proficient. 

A number of greenhouse establishments are working with nutrient 
solutions, both experimentally and on a practical commercial scale. 
Some of the growers who are using this method successfully in at 
least a portion of their range are: ° 

Lindley Floral Company, Springfield, Illinois. 
Watson Greenhouses, Lafayette, Indiana. 
A. Washburn and Sons, Bloomington, Illinois. 
Yoder Brothers, Barberton, Ohio. 

Bauer and Steinkamp, Indianapolis, Indiana. 


A. F. Amling Company, Maywood, Illinois. 
George Ball, West Chicago, Illinois. 
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Wholesale Floral Company, Aurora, Illinois. 
Chemical Gardens, Inc., Evanston, Illinois. 
J. W. Davis Company, Terre Haute, Indiana. 
Ernest Brundin, Montebello, California. 
Hill Floral Products Company, Richmond, Indiana. 


William A. Hansen, president of the Wholesale Floral Company, 
is undoubtedly the pioneer commercial grower to adopt this method 
of culture. 

Probably the growers at these ranges would permit visitors to in- 
spect their plants. Most of the men we have talked with have indi- 
cated that this method of culture has no particular trade secrets, but 
that, just as in soil culture, the successful grower has the ability to 
take infinite pains and to give attention to detail. No crop and no 
method of culture will stand neglect. Work is involved, but it is fasci- 
nating and highly remunerative if the grower will give it the neces- 
sary attention. 

Note: In calculating the cost per square foot of converting from 
soil to nutrient culture, we figure actual bench area, excluding walks, 
rather than total ground area. 


Cuapter III 
CONVERTING FROM SOIL TO NUTRIENT CULTURE 


Most commercial growers of greenhouse crops are intensely inter- 
ested in the nutrient-solution culture of plants. For this reason we 
are giving detailed instructions on how these growers can adapt their 
present houses to the method of subirrigation which we have found to 
be best and most practicable in the Middle West. Since the average 
grower will want to expend as little money as necessary, we are sug- 
gesting a method that uses as much of his present materials as pos- 
sible. We have found that it costs on the average about $300 to 
convert a soil greenhouse 30 feet by 200 feet, in good condition, into a 
house for nutrient culture. 

We suggest that you start with one house and that you grow just 
one crop or if more than one crop choose those that will grow in the 
same solution. When you become proficient with this, other units can 
be added easily and confidently. We might mention that, among the 
flowers, carnations, and among the vegetables, tomatoes, are very re- 
sponsive and profitable in nutrient solutions. 

For simplicity, we will use a typical house 30 feet by 200 feet, 
having five 34-foot benches. No change in heating equipment is 
necessary. The benches must be level within 1 inch. The height of 
the benches is not important but must be uniform. Since the benches 
must be made watertight, it is usually cheaper to tear them out and 
rebuild them. However, much of the old material can be salvaged. 
If your benches are not warped and are in excellent condition, it may 
be possible to caulk or strip the cracks in the bottom and strengthen 
the sides with braces and thus save the .expense of tearing out and 
rebuilding them. 

Additional equipment which you will need consists of a waterproof 
solution-tank (built in the ground under the benches), a centrifugal 
pump and motor (usually installed in a small compartment alongside 
the tank), and a time switch and other electrical controls (usually in- 
stalled in the service building for convenience) 

14 
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In selecting the house to convert to nutrient culture, choose one 
that is adjacent to the next unit which you expect to add later. This 
will permit you to add another solution tank and use the same motor 
and pump for both tanks. See Fig. 5. 










Note pump and motor 
raised 1 ft. 
Also pump is below 
high-water level 


Note inverted trough 
laid on bench 
bottom 





Note uniform 
bench level 









Future 
house to be 
converted 


Ground level 
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Submerged concrete Solution level Dotted line indicates 
solution tank marked on tank solution pipes 


Fic. 5. Cross section through center of greenhouse showing relative positions 
of benches, solution tank, pump, and distribution pipes. 


CONSTRUCTION OF TANK 


The first step is to construct the solution-tank. Before doing this, 
the volume of the benches to be served must be known. This we 
determine by multiplying the length by the depth by the width, and 
adding the volumes of all the benches to get the total volume. The 
nutrient-solution-tank must have at least one-third this volume. For 
example: if your house has five benches 3% by 175 feet long and 
6 inches deep: 5 (3% X 175 X ¥%) = 1,530 cubic feet. One-third of 
this volume is 500 cubic feet, or the volume of the nutrient tank. 
Since there are 714 gallons per cubic foot, this tank would hold 3,750 
gallons. A tank approximately 5 feet by 4 feet by 25 feet will be 
required. It should be located in the center of the house to permit 
short runs of pipe to the benches. See Fig. 6. In this way, a 200-foot 
hause can be served by pumping the solution into the center of the 
benches and allowing it to flow 100 feet in opposite directions. ‘This 
solution-tank is constructed in the same way as a poured concrete 
foundation. The walls and bottom should be 4 inches thick and will 
not require reinforcing up to a tank capacity of 4,000 gallons or 16,000 
liters. After the wooden forms are in place, see that all pipe work is 
placed through the walls before pouring the concrete. To insure a 
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watertight tank it is best to pour the entire tank in one day to avoid 
joints that might leak. A suitable concrete mixture is composed of 
1 part gray waterproof cement (or ordinary cement may be used), 2 
parts medium washed sharp sand, and 4 parts washed gravel. Tamp 
this mixture into the forms thoroughly with the edge of a spade to 
remove voids and to insure a smooth surface for the tank. As soon as 
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Thus, by simply building another solution tank, the 
same motor and pump will operate both houses 
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Fic. 6. Floor plan of greenhouse showing location of tank in center to permit 
equal runs of distributing system. Main pipe from tank to benches is run 
underground with riser to each bench ending in “bull-head” T. 


the forms are removed from the concrete, all rough places must be 
patched with a mixture of 1 part waterproof cement and 2 parts fine 
sharp sand. Next the entire inside surface of the tank is brushed with 
a thin mixture of waterproof cement and silica (1 part cement, 2 parts 
fine silica). This can be painted on with a large paint brush and 
should be about the consistency of thick cream. This last process fills 
any tiny cracks, pits, and pores and prevents leakage. When the tank 
is thoroughly dry, give the inside two coats of a petroleum asphalt 
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emulsion.* It is best to use an emulsion of the quick-break type 
(quick drying) containing from 40 to 60 per cent asphalt. CavuTIon: 
Be careful to avoid any waterproofing compounds containing coal-tar 
or water-gas products as they are highly toxic to plants. This asphalt 
coating serves two purposes: it waterproofs the tank and it prevents 
the lime in the cement and gravel from neutralizing the acid in the 
nutrient solution. If the tank is not so coated, you will always have 
trouble maintaining the proper acidity. Except from the standpoint 
of safety it is not necessary to cover the tank. If any walks cross over 
it they can be bridged satisfactorily by means of two 2 inch by 10 inch 
boards of the proper length at each walk. You will notice from the 
diagram that a pump compartment is built adjoining the solution tank. 
This should be large enough to work in comfortably, about 5 feet by 
5 feet. The pump and motor should be mounted on a metal base and 
raised about 1 foot off the floor of the compartment to prevent ruining 
the equipment should water accidentally get into this pit. 


CONSTRUCTION OF BENCHES 


After the solution-tank is built and tested, the next step is to build 
the benches. These, if made of wood, are built in much the same manner 
as soil benches, except that no drainage cracks are left in the bottom. 
Unavoidable small cracks can be caulked with oakum. All benches 
served from the same tank must be of uniform height and absolutely 
level within 1 inch. The reason for this is that we simply pump the 
solution to a certain height and allow it to spread through the bench 
by gravity. If the benches were not all the same height, one might 
overflow before the others were completely filled. The benches must 
be level since the nutrient solution drains by gravity from them into 
the solution-tank. There must be no pockets in which the solution 
collects, as it is thought that this may be one of the reasons for some 
of the salts precipitating from the solution and causing injury to the 
plants. It is advisable to use a surveyor’s transit to insure uniform 
height and proper leveling. With such an instrument, the benches can 
be made level within 14 inch per 100 feet. 

The sides of the benches should be made of 6-inch material, to 
allow the use of 5 inches of solution in them, which is enough for the 
average greenhouse crop. The sides of the benches must be very rigid 


* Asphalt Emulsion, United Laboratories, Cleveland, Ohio. Elastex HX, Quick 
Break Asphalt Emulsion, Elastic Asphalt Company, 404 North Wells Street, 
Chicago, Illinois. 
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so that they cannot be moved. We recommend bracing them, at inter- 
vals of 4 feet, with heavy wire. We use a heavy galvanized rose stake 


12-in. rose stake Roofing Narrow strip 
to brace side paper roofing paper 





Note 3-in. lap 






Bottom boards 
of bench 


Caulk all wide cracks 
with oakum 





Bench leg and 2"x 4" 
bottom support 


Fic. 7. Cross section of typical greenhouse bench showing method of bracing 
side boards, applying and lapping building paper, and position of inverted 
V trough. 


about 12 inches long. Drive this stake through the side board about 
1 inch from the top and diagonally down through the bottom of the 


Inside of bench 






Small 6-in. squares of roofing felt 
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Inside of bench 


Side boards butted and cleated outside. 
This method best if walks wide enough 
so outside cleats dont interfere. 


Fic. 8. Cross section of side boards on bench showing method of strengthening 
the butt joints with cleats and applying the small pieces of building paper to 
insure water-tightness. 


bench. See Fig. 7. Clinch the end over the top of the side board and 
under the bottom of the bench. Later, when applying the asphalt 
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waterproofing, these wires must be thoroughly coated to avoid contact 
with the solution. All joints where side boards butt together must be 
reinforced on the inside of the bench with a piece of lumber 6 inches 
by 12 inches, allowing a 6-inch lap on each side of the joint. See 
Fig. 8. 

The next step is to run the pipes from the solution tank to each 
bench. At the point where the solution enters the bench, the discharge 
opening should be not less than 34 inch. If the solution is brought in 
at the end of the bench a 34-inch elbow is used, and if it is brought in 
at the center of the bench a 34 by 1 by %4 “bull-head” T is used. 
Depending upon the extent of the installation, the pipe and fittings 
are increased in size near the pump. This is to give a rapid and uni- 
form distribution of the solution. At the point where the discharge 
fitting enters the bench, it is best to countersink the fitting by cutting 
part way through the bottom of the bench board in order to get the dis- 
charge opening flush with the bottom of the bench and so allow com- 
plete drainage. 


WATERPROOFING THE BENCHES 


We now come to the waterproofing of the benches. Of the several 
methods tried, the one found to be best and cheapest is ordinary asphalt 
roofer’s felt and hot Korite.* By actual test, we also found it cheaper 
to have a regular roofer do the work, as he has the proper equipment 
and knows exactly how to do it. 

First cut strips of felt 12 inches wide and fold them in the middle 
so that they will cover the full width of the side and lap over 6 inches 
on the bottom of the bench. Cut away this paper at the reinforcing 
cleats to make a clean joint. Next cut enough squares 6 inches by 6 
inches to use on the lapped cleats of the side boards. Apply these 
squares as shown by first mopping the cleat and the adjacent 3 or 
4 inches with hot Korite and pressing one of these squares firmly 
against the side so that it covers the end of the cleat and laps over 
2 or 3 inches on both the side board and the cleat. After all such cleats 
are prepared in this way, mop the side board and 6 inches of the bottom 
with hot Korite, and lay on the 12-inch folded strip previously cut 
so that it covers the side of the bench and laps 6 inches over the bottom. 
After the sides are treated in this way, mop the entire bottom of the 
bench with hot Korite, and cover this with a continuous layer of the 
felt. Wherever joints are necessary, always allow at least 3 to 4 inches 


* Korite is manufactured by the Standard Oil of Indiana, Home Office, Chicago, 
Illinois. 
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lap, and be sure that these seams are thoroughly mopped with Korite. 
Now give entire bottom and sides a heavy coat of Korite, taking par- 
ticular care to see that all joints, cleats, and corners are watertight, 
as these are the most likely places for leaks to occur. (Although we 
specify Korite No. 1, which is a Standard Oil product, no doubt equally 
good products of this same type are made by other companies. Cav- 
TION: Be sure to avoid coal-tar compounds.) 

It is necessary to use an inverted trough of some kind down the 
length of the bench to get uniform rapid distribution of the nutrient. 
We have tried several methods, and again the best way was the 
cheapest. Rip a 6-inch board down the middle 2% inches by 31%4 
inches, and nail the two pieces together to form a V trough. See Fig. 9. 
Mop this with hot Korite on all sides. Then invert this trough over the 
discharge opening. Laid loosely on the bench, it serves merely to give 
free distribution of the nutrient throughout the entire bench area. The 





Fie. 9. This shows the method of making the inverted V trough which after 

being completely coated with Korite is placed lengthwise down the center of the 

bench to give even distribution of the nutrient solution and at the same time 
prevent cinders and dirt from getting into the distributing system. 


solution flows under the edges, but the cinders or gravel are prevented 
from getting back into the system. As stated before, if the benches 
are in good shape and can be properly leveled without tearing them 
down and rebuilding, all you need do is caulk them with oakum, cleat 
and brace them for:strength, and then proceed to waterproof them 
with building paper and Korite as above. See Fig. 10. This will save 
a great deal of expense, and for that reason it may be well to select 
a house that is in excellent condition unless the one you already have 
needs the benches rebuilt. If you are going to build entirely new 
benches from new materials, we strongly urge you to build concrete 
benches as they will last indefinitely. The initial cost will be a little 
more, but the waterproofing will be much cheaper as only two good 
coats of asphalt emulsion are needed instead of the building paper and 
Korite combination. As the building of concrete benches presents a 
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number of problems for the amateur, we recommend turning the job 
over to an expert. Among those who do an excellent job are the 
Winandy Greenhouse Construction Company, of Richmond, Indiana. 
You may also be interested in reading the latest bulletin on bench 
design written by R. B. Farnham and W. C. Kreuger, of the New 
Jersey Experiment Station. It may be had on request. 

Remember that, in running pipe and fittings, all parts should be 
black iron, for the zine galvanizing contaminates the solution. Proper 
valves should be used in the piping so that any house can be operated 
independently and so that any bench may be shut off or drained without 
shutting down the entire installation. This is important when repairs 
or other work is necessary. Always use large enough pipe to give a 
a good free gravity flow back to the tank. If you use a centrifugal 
pump, no return line is needed, since as soon as the pump stops the 
solution immediately begins to drain back into the tank. Be sure to 
place the pump below the high-water level of the nutrient tank so 
that it will not lose its prime. 

We want to call attention now to a much simpler installation for 
the person who wishes to experiment with nutrients on a small scale. 
This simple installation is thoroughly practical but it is not entirely 
automatic, since the motor, pump, and time switch are omitted. It is 
designed for home use or for the man who wants to prove to himself 
that what we say about nutrient culture is true, before he invests any 
great amount of money in permanent equipment. Complete details 
are presented in Chapter IV. 


MercHANICAL EQUIPMENT 


The mechanical equipment such as motors, pumps, and automatic 
electrical controls is described in detail in the following pages. It is 
well to bear in mind that in a commercial installation where it is neces- 
sary to have continuous carefree operation it is important to install 
the very best equipment. In specifying the size and type of pump, 
we must take into consideration the job to be done. The benches 
should be filled with the nutrient solution in 30 to 40 minutes of pump 
operation. The size of pump and motor needed is determined by the 
number of gallons of solution to be pumped, the height to which it is 
pumped, the amount of friction in the pipe, and the time allowed for 
pumping the solution into the benches. In the ordinary installation 
the tank is about 5 feet deep and it is about 5 feet more to the top of 
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the benches. If the tank to be pumped contains 3,000 gallons of solu- 
tion, we need a pump and motor that will pump that amount in 30 
minutes against a 10-foot 
head. That is equivalent to 
pumping 6,000 gallons per 
hour or 100 gallons per 
minute against a  10-foot 
head. The pump should have 
a cast-iron impeller and a 
stainless-steel shaft. Avoid 
zinc-coated pumps or pipes. 
A motor of adequate size is 
usually directly connected to 
the pump, and the whole 





saa fe ey Salad Arter -k 


Fic. 11. A _ typical direct-connected 
motor-driven centrifugal pump such as 
is used to force the solution from the 


may be purchased from any 


reliable pump company. See Fig. 


tank to the benches. 


11, showing a suitable pump. 


Yeomans Brothers Company, 1433 Dayton Street, Chicago, Illinois; 
Fairbanks-Morse Company, Michigan Avenue, Chicago, Illinois; Amer- 





Fic. 12. View showing operating dial 

of the General Electric Time Switch. 

Although only two operating levers are 

shown several more are furnished. 

Such a switch controls all watering and 
feeding. 


tric Company, Springfield, Illinois. 


ican Well Works, Aurora, Illinois; 
and Deming Pump Company, 
Salem, Ohio, are among the de- 
pendable manufacturers of such 
equipment. 

You will need a reliable elec- 
trical time switch with a 24-hour 
dial, and at least three pairs of 
operating levers. This _ allows 
three “on” and “off” periods each 
day, and we have found that num- 
ber of feedings to be sufficient. A 
desirable period between “on” and 
“off” is 30 minutes, and the period 
between “off” and “on” is 21%4 hours 
or longer. This will account for 
three feedings during the daylight 
hours. A satisfactory switch with 
three operating periods may be 
purchased from the Sangamo Elec- 
A more flexible switch with 


many more operating periods available can be purchased from the 


General Electric Company. See Fig. 12. 


Either company makes 
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e) 


thoroughly reliable equipment. Automatic time switches of this 
sort save much time and the trouble of watching the pumps and 
turning them on and off at each feeding. It makes the watering 
and feeding absolutely automatic. However, some prefer to do this 
by hand. 

If your installation is of such size that you operate several houses, 
tanks, and pumps from one time switch, you will need an automatic 
overload relay. If the installation is properly designed and installed 
this relay seldom operates, but, in case of an unexpected overload of 
the circuits, it will throw out, thus shutting off the current and saving 
costly repairs to the motors or time switch. A good type of relay for 
this purpose may be purchased from the Cutler Hammer Company, 
116 North Green Street, Chicago. By means of this overload relay, 
a number of pumps can be run off the same time switch. This gives 
an economical installation, saves wiring costs, and is very satisfactory. 
All the motors and pumps must be operated at the same time, but 
this is not a disadvantage. Each pump or motor should have an indi- 
vidual hand switch at the pump pit. This enables each pump to be 
cut off at any time without disturbing the operation of the rest of the 
system. These hand switches should be of the outside type, waterproof, 
and thoroughly insulated, as there is a great deal of water and moisture 
at all times and the danger of serious electrical shock must be avoided 
by using only approved equipment, in which the shock hazard is 
minimized. All wiring should be carried in conduit and run where 
it will not be exposed to excessive water or moisture. 

We recommend that you present your problem to the representative 
of a reliable pump company, who will be glad to give you specifications 
and quote prices on the proper size of pump, motor, and piping. You 
may find it cheaper in the long run to use large pipe in your runs to 
the benches, which will enable you to use a smaller pump and motor 
and thus result in a saving of electricity every month. We also suggest 
that, if you are considering growing several crops requiring different 
solutions, you can secure greater flexibility by having two small pumps 
directly connected to one motor and so pump two different solutions 
from adjacent tanks with one installation. If you have just one pump 
connecting two adjacent tanks, you must use the same solution in 
both tanks. 


AVERAGE Cost or CONVERTING 


The cost of making such changes varies with the locality and also 
depends on labor costs and transportation charges. The following 
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list will give you an approximate cost of installing high-grade equip- 
ment in two typical houses 30 feet by 200 feet: 





Motor-driven pump (2%-in. pump, 14%4-hp. motor).............. $95.00 
Valves, fittings, and pipe ($75 per house)...................0000. 150.00 
Waterproofing wooden benches ($125 per house)................ 250.00 
6000-gal.-capacity tank (materials and labor) ..................... 75.00 
Time switch (only one for any number of houses)............... 20.00 
PUSOOIRIIG OVANOAG TOIRY) o. vcscs nn sc hak cv cess vue ¥ecueawulin 18.00 
Miscellaneous electrical equipment ..............cccceeceecceece 10.00 

$618.00 


A 3,000-gallon tank (approximately 12,000 liters) will take care 
of one house with five benches 314 feet by 200 feet. The cost per’ 
house is slightly more than shown if only one house at a time is so 
equipped. A definite saving is effected by converting houses in pairs, 
as shown, since much of the equipment can be purchased in larger 
sizes and only one installation cost is involved. In addition to the 
above, you will need an accurate solution testing kit (approximate cost 
$10 to $20) and a sensitive balance for weighing the salts that make 
up the solution formula (approximate cost $45 to $75, depending upon 
the capacity of the balance). These items are mentioned specifically 
in the chapter on nutrient-solution formulas. Of course, only one 
testing kit and one balance are required, regardless of the size of your 
installation; therefore this cost need be figured only once. This is 
true also of the time switch and overload relay, as any number of 
pumps can be operated from one set. 

After the benches have been rebuilt and waterproofed, the tank 
constructed, and the electrical equipment installed, it is time to pre- 
pare the benches for planting. Several factors govern the selection 
of the material used in the benches to support the root system. Cost, 
availability, and chemical characteristics of the material are im- 
portant. 

FILLING THE BENCHES 


Some crops require an alkaline soil or solution. For them, lime- 
stone gravel may be used. This type of bench fill is readily available 
in the Middle West and is suitable for such crops as sweet peas. Those 
eréps which require a high acidity should have a gravel practically 
free from lime such as is found in parts of Ohio and Wisconsin. Ohio 
gravel is white and contains no iron; Wisconsin gravel is dark and 
contains iron, but whether in an available form and in sufficient quan- 
tities as required by roses, we cannot say as we have not used it.* 


* Of course, there are many sources of suitable gravel, and we suggest that you 
investigate and test your local supply before securing gravels from a distance. 
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Any gravel used should be about 3g to %4 inch in size. This affords 
a good protection for the roots, allows plenty of aeration, and is 
neither too fine nor too coarse. ‘Gravel probably is a permanent me- 
dium in which to grow plants. Biekart and Connors of New Jersey 
report that they have used the same sand for six years without any 
apparent injury to the plants, and they believe that it can be used for 
many more years. 





Fic. 13. Method of making a simple double screen for preparing cinders. Diagram 
shows relative position of various members. Use sound 2 by 6’s and make a 
cubical framework by bolting the parts together as shown. It should be about 
10 feet long, 6 feet high, and 4 feet wide. Angular braces should be used on all 
sides and ends as indicated to keep it steady. Inside this framework mount two 
8-foot screens at about the angle shown, using short hooks at the high end and 
longer hooks at the low end. The coarse screen on top should be about 1-inch 
mesh, and the fine screen on the bottom should be 44-inch mesh. Provide a shute 
at each end of the machine to carry the cinders into piles at either end. Throw 
the regular cinders onto the top screen; rock the screens back and forth so that 
the coarse cinders will fall in a pile at one end; the fine material will fall in the 
center and the usable size will discharge at the other end. 


A—Short hooks. B—Long hooks. C—Coarse screen. D—Angular_ brace. 
E—Fine screen. F—Shutes. G—Cubical frame. H—Brace for screens. I—Rods 
to hold hooks. J—Bolts to hold frame rigid. 


We have found that ordinary cinders are highly satisfactory and 
economical for bench fill, but they must be properly prepared. They 
need to be screened so as to get uniform, medium-sized pieces. This 
is not difficult, and we illustrate a simple screen that will be entirely 
satisfactory and is easily constructed. The cinders also need to be 
leached to free them of excess sulfur and gases, but this can be done 
after they are put in the benches. We have not found it necessary to 
allow them to leach and weather outside for a year as some have 
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recommended. Of course, if cinders are available that have weathered 
for some time, their preparation in the bench will probably be sim- 
plified. 

For the purpose of getting only those cinders of proper size, we 
suggest that you make the simple double screen as shown. See Fig. 13. 
By throwing the cinders onto the top screen, the large pieces fall off 
one end, the medium and fine pieces fall through onto the lower screen, 
where the too fine particles fall through to the ground and the usable 
sizes fall off into a pile opposite the large pieces. From this pile, the 
usable cinders can be wheeled directly into the benches. Caution: 
If you will cover the bottom of the benches with a little water, the 
cinders can be wheeled in just as soil is handled and the asphalt water- 
proofing of the benches will not be injured. 

The top screen should have about 1-inch mesh and the bottom 
screen a 14-inch mesh. If these screens are mounted in a frame and 
hung on pipe as shown in the sketch, they can be rocked back and 
forth to facilitate screening the material.* 

After the benches are filled level with the screened cinders, they 
should be flooded with clear water and allowed to stand for two Cays. 
This water can be applied with a hose, but be sure to close the valve 
at the end of the bench so that the water will not drain out of the 
bench into the nutrient tank. At the end of two days drain off this 
water and refill with fresh water, allowing it to stand in the benches 
another two days. Then drain again and refill with fresh water, but 
this time add enough concentrated sulfuric acid to bring the acidity 
down to about pH 3 and allow this to stand for three or four days. 
(It usually requires about 1 gallon of acid for each bench 31 feet by 
100 feet.) However, the acidity should be tested to be sure. (See 
Chapter 10, “Testing Nutrient Solutions.”) Although we have used 
coal from many sources our cinders have always been alkaline in 
reaction. Others have reported that their cinders were acid in reaction, 
in which case a strong solution of lye is added, instead of the sulfuric 
acid, to bring the acidity to pH 6 or 7. It is important to treat the 
cinders with acid or lye before any planting is done because, after the 
plants are put in the bench, the acid or lye can be added only in such 
small quantities, for fear of injuring the roots, that it may take months 
of constant attention to bring the pH to the proper point. 

The term pH of a solution refers to the relative acidity or alka- 


*It may be possible for you to rent from your local gravel dealer a regular 
motor-driven gravel screener which will enable you to screen your cinders quickly 
and at a lower cost. See Fig. 14. 
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linity of the solution and is explained in greater detail in Chapter 5, 
“Chemistry and Mathematics of Nutrient Solutions.” The method of 
testing the pH of cinders is explained in Chapter 10. Using an ordinary 
glass of cinders, fill it with distilled water, allow it to stand 2 or 3 
hours, and then test this liquid to determine whether the cinders are 
acid or alkaline. 

In the next chapter, we present some modifications of the system 
‘just described. This equipment is not experimental but has been 
thoroughly tried and has grown highly satisfactory crops. It is in- 
tended for the skeptical or timid individual or those lacking the funds 
to invest in the automatic devices mentioned above. 


CHAPTER IV 
SMALL-SCALE NUTRIENT EQUIPMENT 


Some who are seriously interested in growing plants in nutrient 
solutions may want to experiment for various reasons on a small scale 
before investing money in the automatic equipment described for large 
commercial installations. For those who want a simple inexpensive 
method we give the details of a few systems that have been used and 
are thoroughly practicable. Reference to the diagrams will show 
exactly how these arrangements are set up. 


WatTERPROOF Box MeEtHop 


Waterproof containers or boxes will be needed. They may be of 
any convenient size and need not be more than 6 inches in depth for 
any average crop. If the first method we suggest is adopted we cau- 
tion you not te make the boxes too large or the solution buckets will 
be too heavy to handle conveniently. The boxes in which the plants 
grow may be made of almost any material. If they are to be used 
in the home they can be built of much better lumber for appearance 
sake; otherwise any rough lumber is adequate, waterproofed with build- 
ing paper and Korite in the same manner as recommended for green- 
house benches in Chapter III. A suitable size is 4 feet long and 10 
inches wide. Such a box would have a volume of approximately 45 
liters and would require a container for the nutrient solution about 
one-third this capacity or 15 liters. A galvanized or enameled 4-gallon 
pail (16 quarts) would serve nicely as the solution container. If a 
galvanized pail is used care must be taken to cover all metal parts 
that might come in contact with the solution, with Korite, or with an 
asphalt emulsion. The box has a metal spout attached to it, and a 
metal spout is soldered to the pail. A flexible hose about 3 feet long 
connects these two spouts. By hanging the bucket on a hook above the 
box the solution runs by gravity into the gravel, where it is allowed to 
remain for about 30 minutes. The bucket is then placed on a hook 
below the level of the box, and the solution drains from the gravel into 
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the pail. This process is repeated three times daily at 3-hour inter- 
vals. See Fig. 15. . 

A box of this size will hold four plants of medium growth such as 
roses, gardenias, callas, or tomatoes. If smaller plants are used, more 
may be grown. In a greenhouse, these boxes may be placed in any 
convenient location; in the home, a bright sunny location must be 
chosen. Should you prefer to use the ordinary fernery or window-box 
containing a metal liner, you must cover the inside of the liner thor- 
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Turner's Original Experimental Method (Hand Operated) 


Fig. 15. Diagram of small hand-operated method of feeding nutrient solutions. 
This method was used successfully for a year and is thoroughly practical. Can 
be used with individual boxes or with sections of a bench. 


oughly with Korite or an asphalt emulsion so that no metal comes in 
contact with the solution. 

When the box and solution bucket are ready, the box should be filled 
with gravel low in calcium, about 14-inch in diameter. 


SecTIONAL BENcH METHOD 


If you wish to use a portion of your regular greenhouse bench, 
you can divide it into sections 10 or 12 inches wide, waterproof it as 
before, and provide a solution-pail for each section. In this way sev- 
eral different crops and several different solutions may be used, as each 
section is a separate unit. 
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Another method that has been employed at the University of Illinois 
provides automatic control but enables the grower to use several solu- 
tions independently and grow several different crops. This system 
requires a time switch, a motor-driven air compressor, and several air- 
tight solution-containers. These solution-containers may be 5-gallon 
jugs or airtight drums. They are connected to a compressed-air line 
as shown in the diagram. See Fig. 16. In this system the compressor 
builds up the air pressure in the solution-containers and forces the 
solution up into the benches or boxes. The compressor stops, the 
pressure is released, and the solution returns to the container. The 
principal advantage of this system over that described in our com- 
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Fic. 16. Diagram of automatic system of feeding nutrient solutions to several 
boxes or bench sections using only one pump. Several different solutions may 
be used simultaneously if desired. 


mercial installation is that it is adaptable to smaller units and a multi- 
plicity of solutions and crops. This involves buying some automatic 
equipment, but most of it can be used when you convert larger portions 
of your range as you gain confidence in this method of growing. 
Whether the feeding is done by mechanical means or by hand, it 
must be done regularly. One has no right to expect satisfactory results 
if the process is neglected in any way. The solution must be kept in 
the proper proportion and at the correct level. A great deal of water 
is lost by evaporation and must be replaced. You should mark the 
exact level at which the solution should be maintained on the solution- 
container and see that it is kept at that point. Acidity should be 
checked and held at the point recommended for the crop being grown. 
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If you are using small quantities of solution, it will no doubt be 
much simpler to change the solutions regularly each week, discarding 
the old and putting in fresh solution to replace the depleted elements. 
In this way the acidity is not likely to change if you adjusted it 
properly when the solution was first made up. 

Solutions are made in the same manner, and the calculations as 
to amount of salts to use are made in the same way, as for large instal- 
lations. The fertilizer compounds are the same. Care must be exer- 
cised to have the weights of the salts exact because in small quantities 
an error of 1 gram is equivalent to an error of 1,000 grams in a large 
tank. If you do not have a highly accurate balance, no doubt your 
druggist will weigh your salts for you. Since you will need a really 
accurate balance if you ultimately use nutrients on a large scale it 
would be wise to buy one now and become accustomed to using it. 


MAkINnG Stock SoLuTion 


To eliminate mixing small quantities of solution at weekly inter- 
vals, the solution can be made up in quantities of 100-200 gallons and 
stored in barrels or drums. Such a stock solution can be made up in 
a concentrated form and simply diluted properly when used in the 
boxes. If you do make up a concentrated solution, be sure to mark it 
so that you will know the exact amount of water to add when you 
change your solution. We advise making the solution in these larger 
amounts as it saves time and lessens the possibility of errors in weigh- 
ing and mixing. Although in Chapters VI and VII we give the exact 
details of mixing and calculating the amount of salts required by a 
formula, we want to mention here the method of making a stock 
solution for small installations. Suppose that you have five boxes of the 
size we described. Each box requires about 15 liters of solution, which 
is approximately 4 gallons. You will find that some of the formulas 
are given on the basis of so many grams of the salt per 100 gallons 
of solution. Suppose that your calculations show that you need 60 
grams of ammonium sulfate to make 100 gallons of solution. If you 
dissolve 120 grams of ammonium sulfate in 50 gallons of water you 
will have four times as concentrated a solution as the formula calls for.* 
This 50 gallons can be stored in a 50-gallon barrel and used as needed 
to replenish your nutrients weekly. If you were using a stock solution 
of this concentration you would take 1 gallon of the stock solution and 


* To this same 50 gallons add proportionate amounts of the other salts called 
for in the formula you are using. 
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3 gallons of pure water for each unit of your installation. In this way 
by weighing and mixing the stock solution only once you have enough 
solution to recharge your unit containers ten times. 

If you grow your plants in nutrients only during the normal out- 
side growing season, May 15 to September 15, no adjustment in the 
proportion of nitrogen and potassium need be made during the season. 
The same solution, a fresh supply being provided each week, would no 
doubt be satisfactory. However, if you are going to grow your crop 
through the winter season when the length of the day and the intensity 
of the light are constantly changing, it will be necessary to regulate 
the amount of nitrogen and potassium to correspond with these chang- 
ing light conditions. By studying the chapter on nutrient solutions 
you will notice that the potassium must be increased during the short 
dark days, and that the nitrogen must be increased during the longer 
sunny days. 

SUGGESTED ACIDITY FoR VARIOUS CROPS 


Just as we emphasize the necessity for watching the acidity of the 
solution in a large commercial installation, so it is necessary to watch 
it in a small experimental plot. If you make up a quantity of stock 
solution and change it weekly you will not need to check this point 
except at the time of making up your solution as the acidity will not 
change in the drum or barrel but will remain constant. Most green- 
house plants prefer an acidity of pH 5-6. Below we list a number of 
plants and the acidity that seems to be best for them. If you grow 
several kinds, be sure that those which require the same acidity are 
grown together. 


Acipiry Requrrep 


pH 4-5 pH 5-6 pH 6-7 
Ageratum Bean (Lima) Alyssum Columbine 
Azalea Candytuft Anemone Coreopsis 
Lily-of-the-valley Lupin Aster Gaillardia 
Potatoes Watermelon ~ Bean (string) Nasturtium 
Rhododendron Calla lilies Begonia Sweet peas 
Speedwell Bermuda lilies Calendula Petunias 
Gardenia Snapdragons Cantaloupe Phlox 


Chrysanthemums Tomatoes 
In determining the concentration of the nutrient solution, we speak 
of so many parts per million (ppm.) of the desired element in the 
solution. Ordinarily for most summer crops a solution containing 
450 ppm. of nitrogen, 100 ppm. of potassium, 70 ppm. of phosphorus, 





PLATE [ 


This installation was constructed on an outside roof terrace by an amateur, 
who applied the information and directions exactly as given herein. The 
bench material was purchased locally, the tank and motor were from a dis- 
carded washer, and the water-circulating pump was from an automobile. The 
solution tank was coated inside with asphalt emulsion. To avoid dilution of the 
solution during heavy rains, an extra valve was provided to carry off the water 
that fell in the bench during a storm. The bench was 14 feet by 2 feet. It was 
planted with tomatoes, potatoes, asters, petunias, scabiosa, zinnias, marigolds, 
calendulas, and balsam—about 65 plants in all. This miscellaneous crop 
thrived in the same solution. 
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and 60 ppm. of magnesium would be correct with the acidity at the 
proper point as shown in the above table. 


VISIBLE DEFICIENCY SYMPTOMS 


Iron must be fed occasionally, as this element is important for most 
crops and prevents chlorosis. Iron chlorosis can be noted easily as 
it causes a spotting of the leaf. The veins remain green and the inter- 
veinal surfaces become yellow. 

A deficiency of nitrogen may be noted by lack of growth, hardness 
of wood, and a yellowing of the foliage. In this case the leaves are 
not spotted but are of a uniform pale color. 

A deficiency of potash would show up by a rank weak growth, and 
an excess of potash would show up by a hard stunted growth. 

If you adopt the method of changing the solutions weekly, it will 
not ‘be necessary to test them, as the depleted salts will be replaced by 
the new solution. 

Care should be used in studying the chapter on deficiency symp- 
toms. In this method we are eliminating much of the testing procedure 
which we recommend for the large commercial installation. We do 
this only to save the cost of the testing equipment. We urge you, if 
you can see your way to do so, to buy the same testing equipment 
and a set of fine balances, and to carry on even your small experiments 
in the same fine detail as though you were operating on a large scale. 
It is only in that way that you can learn and prove to yourself the 
true value of this method of growing. If you do not take advantage 
of all the tests and safeguards that are available, you will still be able 
to grow a good crop, probably as good a crop as you would grow in 
soil using the usual hit-or-miss methods that sometimes prevail; but 
if you will follow the methods that have been proven you will un- 
doubtedly become enthusiastic about this “new” cultural method. 

We have not gone into the subject of growing in tanks outdoors 
although the principles laid down in this book are readily applicable 
to such culture. Several good bulletins are available which tell how to 
construct tanks for outdoor culture, and the same basic formulas and 
methods apply to that as to indoor culture. You are, of course, limited 
in your growing season to the period of mild weather prevailing in 
your locality. You will find that you can probably grow a larger crop 
and possibly mature it earlier using nutrient solutions than you can in 
regular soil culture. 


CHAPTER V 


CHEMISTRY AND MATHEMATICS OF NUTRIENT 
SOLUTIONS 


Most growers of flowers or vegetables have at least some familiarity 
with chemistry. They know the composition of most of the fertilizers 
which they use. It is not necessary that they know all the chemical 
reactions involved in nutrient culture, but a very brief and simple 
discussion of chemistry will enable them to understand better just 
what takes place. 


CHEMICAL DEFINITIONS 


As you probably know, all matter in the world is composed of 
various combinations of different substances. In the science of chem- 
istry the breaking up of these substances into their basic parts gives 
what are known to us as the elements. In other words, an element is 
a substance that cannot be broken up into other substances. Some of 
the common elements are iron, sulfur, oxygen, calcium, and nitrogen. 

An element cannot be broken up into other substances; but two or 
more elements can be united to form a new substance. These combi- 
nations are called compounds. Examples of compounds are salt (so- 
dium chloride, NaCl), baking soda (sodium bicarbonate, NaHCOs), 
water (H,O), epsom salts (magnesium sulfate, MgSO,). Although 
there are about ninety-two known elements, we are concerned with 
only fourteen of them, as they are the ones which growing plants 
require. 

Each element has a definite name and is commonly represented by 
a symbol which is an abbreviation of either its common or Latin name. 

At this point we need two definitions to explain some of the chemi- 
cal reactions which we employ and calculations which we make in 
using nutrients. A molecule is the smallest unit quantity of matter 
that can exist by itself and retain all the properties of the original 
substance. An atom is the smallest unit quantity of an element that 
can enter into chemical combination. 
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: 


Fic. 17. King Cardinal carnations grown continuously through two years. Note 
walk built on top edge of bench in order to cut crop. This resulted in an excellent 
summer crop and eliminated the usual loss due to making cuttings. 
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Fic. 18. Two-year-old Briarcliff roses grown in nutrients. Many 
had flowers on stems so long that 
could not reach them. 


of these roses 
a man standing on the top edge of the bench 
These results were obtained without extra pinching. 
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The atoms of each chemical element have definite and characteristic 
weights. In order to provide a uniform basis for designating these 
atomic weights, the hydrogen atom, which is the lightest, is given the 
rating of one (1), and all other atomic weights are shown as a certain 
number of times heavier than hydrogen. For example: oxygen (O) is 
given an atomic weight of 16 since it is sixteen times heavier than 
hydrogen, and potassium (K) is given an atomic weight of 39 since it is 
thirty-nine times heavier than hydrogen. The reason for stressing 
these atomic weights is that in making up our nutrient solutions we 
use these various weights to give a uniform and definite formula. 


ESSENTIAL ELEMENTS 


The table below shows the fourteen elements with which we work 
in nutrient culture. Listed beside each element are the chemical 
symbol by which the element is ordinarily designated and the ap- 
proximate atomic weight. 


FouRTEEN ELEMENTS USED IN NUTRIENT CULTURE 





Approxi- Approxi- 
mate mate 

Element Symbol ce Element Symbol pres 

Weights Weights 
PRL) Se Bese bw B 1 Manganese........| Mn 55 
CAMMING Ss sacs xs Ca 40 DILPOP ETT sk%. 0. N 14 
Gateen-so..-.. «<j. .C 12 Oavpeny. 2700. hie O 16 
Copper (cuprum) Cu 64 Phosphorus. ...... P 31 
Hydrogen....... jal 1 Potassium (kalium)} K 39 
Iron (ferrum)....| Fe 56 MUP bow A haa soe ses Ss 32 
Magnesium...... Mg 24 PANGe Tite 5 St lite Zn 65 


Although these fourteen elements are the important ones from our 
standpoint, some of the other elements will be found in the chemicals 
which we use in our solutions. These others are not needed, and we 
will consider them only as unimportant impurities. It is much more 
economical to use fertilizer-grade chemicals which contain such im- 
purities than to buy absolutely pure chemicals. In our solutions we 
use two classes of chemicals: major elements, which are used in large 
quantities; and minor elements, which are used in very small quan- 
tities. By using the fertilizer grade of chemicals we frequently do 
not have to add the minor elements because they are present as 1m- 
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purities and in sufficient quantities for our purpose. Certain elements 
are distinctly detrimental to plant growth and should be carefully 
avoided if the analysis of the fertilizer shows enough of this toxic 
element to harm the growing plant. 

Compounds are derived by the union of one or more elements. 
Also elements can be divided into their smaller parts, called either 
molecules or atoms.* It is these small atoms which unite when a 
chemical reaction takes place. Water is a compound; it is composed 
of two atoms hydrogen (H) to one atom oxygen (O). The formula 
is H,O. Nitric acid is composed of one atom hydrogen, one atom 
nitrogen (N), and three atoms oxygen. The formula is HNO3. Sul- 
furic acid is composed of two atoms hydrogen, one atom sulfur (S), 
and four atoms oxygen. The formula is H.SO,4. Just as the atoms of 
each of these elements have a definite atomic weight, so the molecules 
of these compounds have a definite molecular weight which is equal to 
the combined atomic weights of the elements composing the compound. 


DETERMINING MoLecuLaR WEIGHT 


As an example, suppose that we wish to find the molecular weight 
of nitric acid, HNO;: 
ELement: H+ N+0O+0+4+0 =HNO; (Get the atomic weight from the 


ATOMIC table of atomic weights.) 
WeicuT: 1 + 14 + 16 + 16 + 16 = 63, or the molecular weight of nitric acid; 


? 


or to find the molecular weight of epsom salts, MgSO,: 


E.ement: Mg +S +0+0+040 = MgSO, 
ATOMIC 


Weicut: 244+ 324+164+ 16416 + 16 =120 or the molecular weight of MgSO,. 


As these various elements, hydrogen (H), nitrogen (N), and oxy- 
gen (O), can be combined to form nitric acid (HNO3), so nitrie acid 
can be broken up into its elements, hydrogen, nitrogen, and oxygen. 
This breaking up of chemical compounds occurs in growing plants and 
is the method by which the plant extracts the elements it needs for 
proper growth. 


FERTILIZER SATs 


| The fertilizing compounds that we use in nutrient solutions are 
usually composed of various “salts.” A salt is a compound formed by 


Ordinarily elements divide into atoms but occasionally they divide naturally 

into molecules made up of two or more atoms. An example is hydrogen gas (Ho) 
ae : S le 8 as 2 

consisting of two atoms of hydrogen forming one molecule of hydrogen 
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the replacement of the hydrogen element in an acid by a metallic 
element, thus: 


Nitric acid + Sodium hydroxide (lye) — Sodium nitrate + Water 
HNO: oe NaOH = NaNOsz > H,O 


In this reaction, sodium nitrate is formed, and this is one of the 
salts that can be used in nutrient solutions. However, we do not 
have to combine these chemicals in this fashion as nature has done 
the work for us and we get sodium nitrate as a natural salt from 
mines. (It might be well to note that the salt formed takes its name 
from the acid used to make it. Thus nitric acid forms nitrates, sul- 
furic acid forms sulfates, and phosphoric acid forms phosphates.) 

Not all salts are soluble in water, but we are concerned only with 
those that are. In making up our formulas, we must have a standard 
of measuring the amount of each salt or other substance in the solution 
so that we will know its concentration. For this purpose the ‘‘molar” 
solution was devised. A molar solution means a molecular-weight 
solution. A molar solution is made by dissolving, in water, the mo- 
lecular weight in grams of the compound used and then diluting this 
solution to 1 liter. As explained before, the molecular weight is the 
combined atomic weights of the elements composing the compound. 
As a simple example: to make a molar solution of pure potassium 
nitrate (KNOs) we find the molecular weight just as before: 

KNO; = K+N+0+0+0 
39 + 14+ 16 + 16 + 16 = 101, the molecular weight. 

Therefore if we dissolve 101 grams of pure potassium nitrate in a 
small amount of water and then add enough water to make 1 liter of 
solution, we have a molar solution of potassium nitrate. This solution 
is too strong to use with growing plants, so we dilute the molar solu- 
tion and obtain just 1/1,000 the concentration; this is called a “milli- 
mole” solution (so named from the Latin prefix “milli” meaning one- 
thousandth). In other words, we dissolve this same molecular weight 
(101 grams) in water and dilute to 1,000 liters. Since many of the 
compounds we use in making our nutrient solutions are not pure, we 
must make an additional calculation as explained in Chapter VI. 


RELATIVE AcIDITY OR pH 


Since it has been found that the acidity or alkalinity of our nutrient 
solution has a great bearing on the results obtained, it will be well to 
explain how this acidity is expressed and what it means. Scientists have 
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learned that certain groups of elements have a great tendency to stay 
together and are not readily separated. In the case of nitric acid 
(HNO3) it is possible to separate the hydrogen (H), the nitrogen (N), 
and the oxygen (O), but ordinarily this group of elements divides in a 
different way thus: the hydrogen (H) separates and the nitrate group 
(NO) stays together and unites @s a unit. Such a group of atoms 
that have an “affinity” for each other is called a “radical.” Thus we 
have the nitrate radical (NO3), the sulfate radical (SO4), the phos- 
phate radical (PO4), and many others. These are also called acid 
radicals because they appear in the acid compounds. 

Another group, quite similar to the acid radical, is called the hy- 
droxyl radical. This radical is composed of one atom of oxygen (O) 
and one atom of hydrogen (H) united in this way (OH). When this 
radical unites with a metal we have an alkaline substance such as 
sodium hydroxide (NaOH), which is ordinary lye. Hydroxides are 
alkaline in reaction and neutralize acids. If our nutrient solution be- 
comes acid we can correct it by adding an alkaline substance, or if it 
becomes alkaline we can correct it by adding an acid. Ags mentioned 
before, the acidity or alkalinity of our nutrient solution is quite impor- 
tant. The term used to describe the degree of acidity or alkalinity is 
the pH of the solution. This refers to the relative acidity or alka- 
linity of the solution. The scale runs from PH 0 to pH 14. Solutions 
more acid than pH 4 or more alkaline than pH 9 usually are not suit- 
able for crop production. A solution with a PH of 7 is neutral; a solu- 
tion below pH 7 is acid, and one above pH 7 is alkaline. Most plants 
thrive best in a slightly acid solution such as pH 5 to 6. (A definite 
method of testing the pH of a solution will be given later.) 

It is well to remember that some of the elements used in our nu- 
trient solutions are not assimilated by the plant but function by 
making some other element more readily available or by reducing the 
toxicity of some substance. Such a chemical that does not enter 
directly into the chemical reaction: but aids in the reaction without 
itself changing is called a catalytic agent.* 

An understanding of the foregoing principles of chemistry is neces- 
sary to success with nutrient culture. If you want to do more research 
work and experimentation, you will need a thorough knowledge of 
chemistry, but anyone who masters the simple facts outlined in this 
chapter will be able to grow excellent crops by the nutrient-culture 

* All elements purposely added to the present-day nutrient solution are used 


functionally by the plant. Some of the minor elements which occur as impuri- 
ties in the fertilizer grade of salts used may act as catalytic agents. 


/ 
/ 


METRIC SYSTEM 43 


method. The practical application of these principles will be indi- 
cated in detail in later chapters. 

Almost always things understood mean the difference between suc- 
cess and failure. The process of making up the various solutions used 
in nutrient culture is neither complicated nor mysterious, but is greatly 
simplified by using the metric system of weights and measures. A 
working knowledge of this method of calculating will not only enable 
you to ascertain accurately the various concentrations of the solutions 
but will also give you the key to a proper understanding of the valu- 
able technical bulletins brought out from time to time by the agricul- 
tural experiment stations as new developments arise. 


Metric System 


The following is a brief description of the metric system and termi- 
nology. The meter is the basic unit of length of the metric system; it 
corresponds approximately to the English yard. (One meter equals 
39.37 inches.) Larger units or multiples are designated by prefixing 
certain Greek words to the basic word “meter.” Thus “Deka” means 
ten—Dekameter (Dm.) equals 10 meters; “Hekta”’ means hundred— 
Hektameter (Hm.) equals 100 meters; “Kilo” means thousand—Kilo- 
meter (Km.) equals 1,000 meters. In like fashion, smaller units or 
submultiples are designated by prefixing certain Latin words to the 
basic word “meter.” Thus “deci” means tenth—decimeter (dm.) 
equals 49 of a meter; “centi” means hundredth—centimeter (cm.) 
equals %4o9 of a meter; “milli” means thousandth—millimeter (mm.) 
equals 14 999 of a meter. (Notice that in the abbreviations the larger 
units or multiples are capitalized while the smaller units or submul- 
tiples begin with a small letter.) These same Greek and Latin pre- 
fixes are used to designate multiples and submultiples when added to 
the unit of weight (the gram—g.) or the unit of capacity (the liter—1.), 
and they have the same relative meaning. 

The simplicity of the metric system, because it is a decimal sys- 
tem, the various units of length, weight, and capacity being inter- 
related decimally, recommends it for universal use as it simplifies all 
calculations. 

The metric unit of weight is the gram (g.), which is the weight of 
1 cubic centimeter of water at 4 degrees centigrade. (Water at this 
temperature has its greatest density.) From this you can see how, 
readily the weight of a given volume of water may be determined— 
simply calculate the volume in cubic centimeters (cc.), and you imme- 
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diately also have the weight in grams because each cubic centimeter 
weighs 1 gram. 

The metric unit of capacity is the liter (1.). One liter equals 
1,000 cc. (The English equivalent “quart” is slightly smaller—1 liter 
equals 1.0567 quarts.) The interrelation of the liter and cubic centi- 
meters shows how readily metric units of length may be converted into 
volume, weight, and capacity. The length times the width times the 
depth of a tank when expressed in cubic centimeters, divided by 1,000, 
gives the volume of the tank in liters. In determining the concen- 
tration of our nutrient solutions we speak of so many parts per million. 
An important thing to remember is that 1 milligram of a substance 
dissolved in 1 liter of water gives 1 part per million (1 ppm.) of that 
substance in the water (or 1 gram in 1,000 liters equals 1 ppm.). 


Metric TABLE OF LENGTH 


(Km.) One Kilometer equals........... 1,000. meters 

(Hm.) One Hektometer equals......... 100. meters 

(Dm.) One Dekameter equals.......... 10. meters 

im.) One meler equals iit. p0<54 coms <x i, meter, or 39.37 inches or 
100 cm. or 1,000 mm. 

(dm.) One decimeter equals........... 0.1 meter 

(cm.) One centimeter equals.......... 0.01 meter 

(mm.) One millimeter equals........... 0.001 meter 


(One inch = 2.54 cm.) 


Metric TABLE OF WEIGHT 


(Kg.) One Kilogram equals............ 1,000. grams 
(Hg.) One Hektogram equals.......... 100. grams 
(Dg.) One Dekagram equals........... 10. grams 
ie, Oneigram.etuale, 2.0. 1h gram, or weight of 1 cc. 
water or 1,000 mg. 
(dg.) One decigram equals............ 0.1 gram 
(cg.) One centigram equals........... 0.01 gram 
(mg.) One milligram equals............ 0.001 gram 


(1 Kilogram (Kg.)° = 2.204 lb.) 


MEtTrIc TABLE OF CAPACITY 


(Kl.) One Kiloliter equals............. 1,000. liters 1,000,000 ee. 
(Hl.) One Hektoliter equals............ 100. liters 100,000 ce. 
(Dl.) One Dekaliter equals............ 10. liters 10,000 ce. 
Ur One siter eauale i200 he de if liter or 1,000 ce. 
(dl.) One deciliter equals.............. 0.1 liter 100 ce. 
(cl.) One centiliter equals............. 0.01 liter 10 ce. 
(ml.) One milliliter equals............. 0.001 liter 1 cc. 


(1 liter = 1.0567 qt.) 


You can see the interrelationship of these three tables by consid- 
ering a container filled with water. If this container is 10 centimeters 
long, 10 centimeters wide, and 10 centimeters high, it would contain 
1,000 cubic centimeters (cc.), and this amount of water would weigh 
1 Kilogram (Kg.), which is 1,000 grams, and it would also be 1 liter of 
water (1,000 cc.) or approximately 1 quart of our usual measure. 


CONVERSION TABLE 


(One liter equals 1.0567 qt.) 


There may be times when you will find it convenient to refer to 
the following conversion table in changing from the metric system to 
the English system, or vice versa, and for that reason we give a few 


CONVERSION TABLE 


of the common equivalents. 


Pe ee ell lion 


inch equals 2.54 centimeters 
centimeter equals 0.394 inch 

yard equals 0.914 meter 

meter equals 1.09 yards 

ounce equals 28.35 grams 

quart equals 0.946 liter 

liter equals 1.056 quarts 

pound equals 453.6 grams 

kilogram equals 2.2 pounds 

pound equals 0.0155 cubic foot (water) 
pound equals 0.12 gallon (water) 
cubic foot equals 62.4 pounds (water) 
gallon equals 844 pounds (water) 
cubic foot equals 74% gallons 

gallon equals 0.133 cubic foot 


CHAPTER VI 
SOURCES AND QUANTITIES OF SALTS USED 


One of the essential things to know in starting nutrient culture is 
what chemical compounds to use to get the elements necessary for 
proper plant growth and where they may be obtained. In computing 
our formula we also must know the percentage of purity of the salts 
used to determine exactly how much to take. We give this information 
in the following pages. Since these chemical fertilizers vary in com- 
position depending upon the manufacturing process, it is extremely 
important that you get an accurate analysis of the salt, stating the 
percentage of purity, the percentage of the desired element, and the 
percentage of fluorine present. (Fluorine is toxic in quantities above 
1 per cent and must be avoided.) 


Purity oF SATs 


Robert Withrow of Purdue University developed the following list 
of compounds showing the percentage of the desired element in each, 
the percentage of purity of the salt, and the gram-molecular weight 
corrected to the nearest 10 grams. You will remember that in the 
chapter on elementary chemistry we spoke of making up a definite 
formula by using the gram-molecular weight of the salt in 1,000 liters 
of water to get a millimole solution. We also mentioned that in 
making up the actual formula we make a correction of this gram- 
molecular weight in order to take impurities in the salts into account. 
As an example, using potassium nitrate KNO;: K = 39, N = 14, 
Oz = 48, or a total of 101. From the table of purity shown below we 
find that the grade we use is 95 per cent pure. Therefore 101 grams 


is just 95 per cent of the amount we need to make a millimole 
solution. (101 + 95 = 1.06 X 100 = 106 and, changing this to the 


nearest 10 grams, which is accurate enough for our purpose, we get 

110 grams, as the table shows.) The other salts are calculated in 

the same manner. The table which follows is from Circular 232, 

1937, Purdue University, to which we have added calcium nitrate 
46 
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(Ca(NOz).o) and monopotassium phosphate (KH.PO,4). It will be 
found a great time-saver in making your calculations. 
CoMMERCIAL FERTILIZERS aS NUTRIENT SOLUTION SALTS 
Nitrogen Salts IN % Purity Grams/Mole 
Ammonium sulfate (NH4)2SO4........... 20 94 140 
Ammonium nitrate, pure NH4NO3....... 35 98 80 
Sodium nitrate NaNO3................. 16 97 90 
Potassium nitrate KNO3................ 13 95 110 
Calcium nitrate Ca(NO3)o............... 15.5 70* 260 
Calcium nitrate Ca (NOs)o.............. 15 90+ 180 
Phosphate Salts { % P20s % Purity Grams/Mole 
Monocaleium phosphate CaH4(PO4)2:H2O 
(double superphosphate).............. 48 15* 310 
Monocalcium phosphate CaH4(PO,4)2-H2O 
SIME AUID eee hia od nl wae clve ee 55 92* 270 
Monopotassium phosphate KH2PQ4...... he 97 140 
Potassium Salts % K20 % Purity Grams/Mole 
Potassium nitrate KNO;......2......00. 44 95 110 
Potassium sulfate KoSO4................ 48 90 200 
Potassium chloride KCl................. 60 95 80 
Magnesium Salts % Purity Grams/Mole 
Magnesium sulfate MgSO,4-7H2O (epsom salts, tech.)... 45* 260 
Magnesium sulfate MgSO, (anhydrous)............... 92 130 
Calcium Salts % Purity Grams/Mole 
Reousp en Orie TACs. less vis boy x acide vole eda © « 15* 150 
Calcium sulfate CaSO, (gypsum).................005 70* 190 


* The purity is calculated on the basis of the designated formula. Water of crystallization is 
considered as impurity. Caution: In making your calculations be sure to use the exact formula 
for the salt employed in making up your nutrient solution when you figure the gram-molecular 
weight. For example, you will notice magnesium sulfate (epsom salts) has 260 grams per mole, 
whereas magnesium sulfate (anhydrous) has 130 grams per mole. d 

t+ The calcium nitrate we use comes from the Synthetic Nitrogen Products Company and is 
90 per cent pure. : g F 

~ Ammonium phosphate is not listed because the fertilizer grades tested are high in fluorine. 


SouRcES OF CHEMICALS 


In obtaining the proper salts we have found that the following 
sources are reliable. No doubt there are many others who can be 
depended upon equally well, but we caution you first to get an analysis 
from the manufacturer of the salt,.and check whether it is of proper 
purity and contains no toxic substances. 


Armour and Company (offices in principal cities) can furnish am- 
monium sulfate, potassium sulfate. 

Synthetic Nitrogen Products Company, 85 Madison Avenue, New 
York City, can furnish ammonium sulfate, calcium nitrate. 
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Monsanto Chemical Company, St. Louis, Missouri, can furnish 
; monocalcium phosphate (food grade). 

Victor Chemical Works, 141 West Jackson Boulevard, Chicago, 
Illinois, can furnish triple superphosphate, monopotassium phos- 
phate, monocalcium phosphate (food grade). 

Baugh and Sons Company, Baltimore, Maryland, can furnish mag- 
nesium sulfate. 

Dow Chemical Company, Midland, Michigan, can furnish mag- 
nesium sulfate. 

McKesson & Robbins, Inc., 540 W. Randolph St., Chicago, Illinois, 
can furnish magnesium sulfate, iron sulfate, manganese sulfate. 

F. W. Berk & Co., Inc., 420 Lexington Avenue, New York City, 
can furnish potassium nitrate. 

Central Chemical, 4100 S. Ashland Ave., Chicago, Illinois, can 
furnish nitric acid, sulfuric acid, hydrochloric acid. 


ANALYSIS OF CHEMICALS 


A number of firms which sell chemical fertilizer salts advertise 
that their products contain a great number of chemical elements other 





Fia. 19. A balance of this type is highly desirable. It must be sensitive, of large 
capacity, and preferably have a scoop for weighing chemicals. 


than those ordinarily supposed to be represented in the salt. These 
other chemicals usually consist of the minor elements and for that 
reason there is an advantage in nutrient culture in using such salts. 
We do not have to add these minor elements as a rule, since they are 
usually present as impurities in this grade of chemical. We show 
below several typical analyses as given by the manufacturer or dis- 
tributor. Notice the amount of minor elements present even though 
the chemicals may be food-grade quality. 
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From the Synthetic Nitrogen Products Company we get this 
analysis: 


Caucrium Nitrate (FERTILIZER GRADE) 15% NITROGEN 


Per Cent 

LO ah oe Sis sy 6 ch yet eS ain bran 4.7 

OO eat Wc Ee Te tie a ee ir 1341 
OE CS eS Pe ee er ee 82.0 
DR Te Ee Ns at TE dns vg ae shies k 6% 1.07 
Pe en eM TR be dag ty 8 sal wpb te Vig. 4 67.01 
BS eat RE ee Pop A an ne men 20.20 
DENaO NUCL wena ees by Ee Sais cs oA aco RO x 01 
TA A OS 0 ear Se ee oe cS ee 01 
DVO RN BI ARMs Miter cc Shs Oe Rand shave ks awa 04 
OES ey gOS RSE ec a .07 
See OE eS LS each, Ghee tn Ack da pes Ol 
oS ey aE oe ted Ge ad Peery een erneegs .05 
CEPOL Sl Oe Mile eee eee ee oe, ne ee remainder 
tifa Sag tala We Ria ns lc sR Wee a Pe a 15.97 


From the Armour Fertilizer Works we get this analysis: 


AMMONIUM SULFATE (FERTILIZER GRADE) 


Per Cent 
POUR A ey eee ee ae Oh aly ob nin a, viding a hls os 99.65 
Feo(SO4)s LPR ils Ss) oi 6s 8p. Wee te ntelerts, sed QUCTILAL Ss: F,8" 9 “6.9 ele ars 0.10 
DAT NG |S ie ty oils tr RPS Gr eto a ie oO 0.05 
it NerErtee, oS in SGM Gaus a ROS cells 0.10 


From the Monsanto Chemical Company we get the following 
analysis: 
MonocaLcIuM PHOSPHATE 


Per Cent 

Si SOTA, Bact alge RS P< ROR A py 0. 
Phosphate of lime © «25.2 een dee ere eme eee. 99.0 
I OTOCMICITE a PHONDURIE og is sca dean et tee he 89.5 
Dicalciuin phosphate 2...) ees esse teens 9.5 
Conte eR NM sie kG in pe aide os LE 0.42 
PT AO Oe en ONE fore ee en 0.12 
Cong) 2S) =e UR a eee een ere rere 0.30 
ATMO Lee 2% dep tee tee edie 1 Hage es nines 0.28 
at YG) Ea TT a en eer Rete ee Sate ae 55.7 
II ET eet US Gato Oe os cant ee . 504 
ey Wiis ge ii cto a in, ep 8S meet geo 22.0 

PPM 
eRe WNT Oey aor wii syed teh 4k aaa 2 aA ee EER G 0.2 
i Es apes Se een re nee cr Ee 1.0 

15.0 
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From the Victor Chemical Works we get this analysis: 


Victor TRIPLE SUPERPHOSPHATE 


Per Cent 
Total phosphate: P.O... 3... s5-0<saes oa pao ee 49.50 
Insoluble phosphate PsOs.2 124.09. 0caeere eee 0.60 
Available phosphate PoOg:. 04-50: speech came 48.90 
Water-soluble phosphate P2O5.................. 44.20 
Free phosphate acid .<:<¢9\..26.008< eee 1.20 
Momsture 0% 425 <uncesuoe Oe ae a 2.37 
Chromiuniy 20445. 4203-2) eee eee eee 0.005 
Arsenic, Asis, ...-.0 2.0 0 ae ee tee 0.012 
Calcium as. GaQh.) i See be eee eae 19.10 
Magnesium as MgO ih sucucsan wees. eel eek 0.16 
Dalign' as SiOgy kee eee Coe, cag he ee 4.82 
Oxide of trong \s, vc aa Te cee oc ee ee ee 1.03 
AMO? 5 S).G htae pene ee ee eee 0.99 
Potash a9 HO 505. eo 22 ee 0.55 
Vanadium: 9:.; osc. tecatea ts eee ee ee 0.002 
BIICTING 2.07.54 Cae ae Eee en eee 0.856 
MUMUE Scilla sie hy ee eee ieee ee 0.54 
AOTIDEN 2. ccc. were gies acai eta enn rae 0.003 
LRA good nee hohe see eee ee a 0.02 
Manga ner. -ii5..5 ua evas rarest hi ee eee 0.05 
BR ee Socio, sole. is Gen ened he a ee 0.0147 
Borgn-as BaOy sa coca tea es eae a 0.0049 


From the Victor Chemical Works we get this analysis: 


MonoporassIuM PHOSPHATE 


Per Cent 
Pe 6. sys 0 hes vege ty me ele Mn 51.10 
LU ery eer nr ret ees ye nie wee ba 35.00 
BOS Fe | ahovira «forge PSPS 3 Leena A Ral ele nae 0.18 
FePO, Sansa ch 8 2E erates y. san cael, alah ete Suahs. teen etey Che see ee eae aE 0.18 
BIBOR 1.0, igeew eh re Cee aaa Rn 0.12 
Chior iia § 0k 4 Pi sae ee eee ae 0.50 


From the Armour Fertilizer Works we have this analysis: 


Potassium SULFATE 


Per Cent 
Potassium sulfate... 2.0.0... .ceusececcueess. 0. 92.50 
Potassium chloride. ...........00cccceceeecs. 0... 1.60 
Magnestum sulfate... 250: .v<s.n¢ts (eee eee 2.70 
Magnesium chloride............................. 1.00 
Bodiam ehloride.: iv. taknaecaddec sey geeky 1.20 
Ensolia ble 465-999 5.010 a chased cles ian 0.30 
Moisture swe wd .i0x5ik Aiba kan ae 0.60 
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From the Baugh and Sons Company, Baltimore, Maryland, we 
have this analysis: 


MAGNESIUM SULFATE (ANHYDROUS) 


Per Cent 
DL ety tk ee Rr hae acd sh ah dadiy oR Kh v Ghee dis te 90.38 
PS TO Seal ast, OA oe ee a 0.78 
VET. FLED Poa Bi OE SP Pre a 1.03 
ON SUR IR) 2M. a sig age ae 8 ae arte ee en a 0.03 
Tae Cbs ei ey Spe Da a Or i ge 8, ed a 0.84 
CaSO, SEE ATS wicks prelate cag he, SG ia eto eco anon hee reales 0.96 
CaCO; eae ain y wien late eee eee ea slittal its eNeUe GIR TAT sale SaaS ateee glkes 5.98 


From McKesson & Robbins, Inc., Chicago, Illinois, we have the 
following analyses: 
MAGNESIUM SULFATE (Epsom Satts) 
WAT CaO rR AIP a Pad wa Rice oie <n ba not less than 99.5% 
lg tee i os ve Aes bee > more than 48.5% 


MANGANESE SULFATE (Purified 90-95% MnS0O,) 
(Powdered form) 


Manganese sulfate (anhydrous)................. 90-95% 
OANA ao IES, Se, yl me gt We a Rg Ee SP a ar Trace 
TOBIN gee es bce a cleo 28 AT ees Sah eT Trace 
PP siiaa Cie ei eae is tals aie Gide wh vn De ats Trace 
MGR RORIST Hi tk wad, fae Lie inn 8 eee ee ne Sua None 
TELE Se oh) C0 gag am ar an None 
elie SINTER Gen od gic od Ge Oe ee koe ey Kl s None 


FERROUS SULFATE OF JRON—FLOUR Der Cont 


eT Le ee tas ane peta ee eee ss 105.53 

Shy 0s ro A Snes eae ar eee eae 0.013 
(Free acid) 

ee REE eh oS oie ecb ats alas SPI Nia wines V yes Trace 

lee CEOTPOUB Na wre es 96s Bs wiped ee ealpse tier 3&4 ered 8 on 21.24 

1B a ED Steere. en Fo Para cae ecw eg 42.23 


Average water content of the various grades of sulfate 
of iron, 42 to 48%. 


F. W. Berk and Co., Inc., New York City, submit this analysis on 
a fertilizer which they sell under the trade name of Potnit: 


Potassium NITRATE Par Cant 
1G (6 Pe eS ee er er er ere ee ce 95.61 
Dh Witt Fore hak BRR ma's OS on RAD CR 44.54 
PU A aD PE ga cs wie gyn mie ct A 13.36 
tO! pe Se Dea o, Saar 0.75 
ey Oe ae a ee ee eee ee ee ree 0.25 
ES rays eee re at et eee eee 0.13 
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The following analyses of acids represent average acids as supplied 
by the Central Chemical, Chicago, Illinois: 


18° Muriatic (HypROcHLORIC) ACID 


* Baume... vs. hoe ieee bales ee - 18.0°-18.3° 

HOY Ses sas toes chee eee ee 27 .7%-27 .0% 

Ag AL. Siete te ok Dee ee a less than 0.5 ppm. 
PI 3 gids ocx aha ee oa ce ee 0.3 ppm. 
Fes! i Seatac eas el Se a 0.001-0 .002% 
HPO es era at kere eo 0.15 -1.00 % 


SA DAUING, xu: x ce aaho ete Bee ee Te 66.0° 

Specifie gravity. 70 cask oben eae 1.835 

Hg): Dwi 4ers ce aan tena ee eee 93 .0-93.2% 

PEA eae SE k ee ee eee None 

BB 28 cid sgh ethene: ee oe ae ee None 

A OS een Mh eo ee ye a eee 0.00005% 

Mes icon chs city aera ae eee 0.002-0.005% 
Gu ek. a eek a eee ee None 

oi Peg ee a gett AM le Me en i None 


Total oxidizable matter (KMn0O,).... — 0.0004-0.0008% 


38° Nitric Acip 


BUNGE. 2: dai’ wid ee ee Se 38 .0°-38 . 25° 
FN) bck sepa os et ale a tea. Pe eee 56. 5%-57 .00% 
JAB cA Bats Oe Ghee nk wd headgear ee None 

Fetgeed oll: sak preneay # ele ee = eke ee 0.005% 

EPS tai ca tees pas) fn rts ae eee 0.8 ppm 
Sulfurio S10 , wah ke. bs ee ee Trace 

Ghlorines pic. teee eee ot ee Trace 

NGI S oe ht one aeE aelea oe eee . Trace 


CaLcuLaTING WEIGHT oF SaLts Usep 


We now come to the point where we apply some of the facts we 
have learned. We must calculate the exact weight of each salt that 
our formula calls for, making this calculation on the basis of the size 
of the tank we will use in our installation. For example, let us assume 
that our tank is 20 feet by 5 feet by 4 feet. Since it is easier to make 
our calculations if we use the metric system, we find the volume of this 
tank in liters. To do this we need to convert these measurements to 
centimeters. By referring to the metric table we find that the con- 
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version factor for this is 2.54 (1 inch equals 2.54 cm.). Therefore our 
calculation is: 


20 (ft.) X 12 (in.) X 2.54 (conversion factor) = 609.6 cm. (length) 

5 (ft.) X 12 (in.) X 2.54 (conversion factor) = 152.4 em. (width) 

4 (ft.) X 12 (in.) X 2.54 (conversion factor) = 121.9 cm. (depth) 

609.6 cm. X 152.4 cm. X 121.9 cm. = 11,324,880 cubic centimeters (cc.) 
11,324,880 cc. + 1,000 cc. = 11,324 liters, or, for our purpose, 11,300 liters 


Our problem now is to determine the number of grams of each salt 
that will be needed according to our formula for a tank of this size. 
Suppose that our formula reads as follows: 


SaLt MILLIMOLE 
Cinloiam, nitrate Gal NOs)e. ou. si5t; ase hss deve Ce 6 
S OURORINT NEPAL ICING gS ne os axe we savant ce ¢ 8 
Magnesium sulfate MgSO4.................. eee 2 
Double superphosphate CaH4(PO,4)o............... 2 


Referring to the table of purity, we find that our calcium nitrate is 
only 90 per cent pure, and that it requires 180 grams to make a milli- 
mole solution in 1,000 liters. Hence it will require 6 times this much 
or 1,080 grams to make a 6 millimole solution in 1,000 liters. Our 
tank holds 11.3 thousand liters, so for'a 6 millimole solution we need 
to weigh out 12,204 grams (1,080 X 11.3 = 12,204) of calcium nitrate. 
We learned before that 1 gram of any element in 1,000 liters of solution 
equals 1 part per million (ppm.) of that element in solution. From our 
table of atomic weights, we find that the atomic weight of nitrogen 
is 14. From the chemical formula of this salt we notice that there 
are two atoms of nitrogen in each molecule of the salt (NO3)o. Since 
we use 6 gram-molecules in making up our solution, we have 
(2 X 14 X 6) 168 ppm. of nitrogen in our solution. 

Next we calculate the amount of potassium nitrate to use in our 
tank in just the same fashion. We find that this salt is 95 per cent 
pure, and that it requires 110 grams per 1,000 liters for a 1 millimole 
solution. Our formula calls for an 8 millimole solution, so we have 
this calculation: 


110 x 8 x 11.3 = 9944 
(No. grams per (No. millimole (No. 1,000 liters (Grams to make 
1,000 liters per required by in our tank) an 8 millimole 
1 millimole) formula) solution in our 
tank) 


Therefore it requires 9,944 grams of potassium nitrate to make up 
that portion of our formula. To find the parts per million of both po- 
tassium and nitrogen we proceed as before. Potassium nitrate (KNO3) 
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has one atom of potassium (K), and one atom of nitrogen (N), in each 
molecule. Since the weight of potassium is 39, we have (39 * 8 = 312) 
312 ppm. of potassium. The weight of nitrogen is 14, so we have 
(14 X 8 = 112) 112 parts of nitrogen from this salt. We already 
have 168 ppm. of nitrogen from the calcium nitrate, so that now with 
these two salts in the solution we have 280 ppm. of nitrogen. 

Proceeding in the same way we find that magnesium sulfate is 
45 per cent pure and requires 260 grams per millimole per 1,000 liters. 
Therefore we have this calculation: 


260 x 2 X 11.3 = 5,876 grams of magnesium sulfate to supply that 
part of our formula. This gives us (24 X 2) 
48 ppm. of magnesium. 

The amount of double superphosphate needed is figured in the 

same way: 

310 X 2 X 11.3 = 7,006 grams of calcium phosphate (CaH4(PO4).) 
for our tank. This gives (2 X 31 X 2) 124 
ppm. of phosphorus. 


From the facts determined by the above calculations we can make 
up a very convenient table which will be useful and save much time in 
the future. This table shows the formula used in our tank, the parts 
per million of each principal element, and the number of grams of the 
salt necessary to use in a tank of the size we have assumed. 

This same method of calculating the required grams of salt and 
the parts per million can be used with any formula. It is much more 
convenient if you will make a table of this sort for each formula that 
you use and for each size of tank that you have. This saves all the 
time and effort of recalculating each time the solution is adjusted in 
the tank. We also find it convenient to have the table include a 
column showing the number of grams of the salt required to give 
1 ppm. in the tank. This is obtained by simply dividing the number 
of grams of the salt required for the tank by the number of parts per 
million that quantity of salt gives. Referring to the table we find 
that 12,204 grams of Ca(NO3)o gives 168 ppm. Therefore, 12,204 + 
168 = 72.6 grams, or, using the nearest gram, we say 73 grams of 
calcium nitrate in the tank will give 1 ppm. of nitrogen. When the 
season of the year arrives when we want to increase our nitrogen 
50 ppm. we need only multiply this 73 grams by 50 (73 X 50 = 3,650) 
and find that we need to add 3,650 grams of calcium nitrate to bring 
the solution to the proper balance. In the same way for the salt 
KNOs to find the number of grams required for 1 ppm. of nitrogen 
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(9,944 + 112 = 88.7) or 89 grams to give 1 ppm. of nitrogen and 
(9,944 + 312 = 31.8) or 32 grams to give 1 ppm. of potassium (K). 
Likewise, for MgSO, (5,876 + 48 = 122), 122 grams for 1 ppm. of Mg, 
and for CaH4(PO4). (7,006 + 124 = 56), 56 grams for 1 ppm. of P. 

After you have calculated the quantity of each salt necessary for 
the tank of the size you have constructed, the next step is to weigh it 
out. -For this a very sensitive balance is needed. Unless you are 
operating on a small experimental basis, we urge you to buy an accu- 
rate balance which is sensitive to 14 gram and has a capacity of at 
least 7 Kilograms (15 lb.), preferably 14 Kilograms (30 lb.). Such a 
balance should be provided with a scoop for the chemicals and a metal 
platform for the weights. Be sure to specify metric weights when 
ordering. 

We caution you to be accurate in weighing the chemical com- 
pounds. Weigh each compound separately, and simply put them to- 
gether in a porcelain-lined bucket. When all the salts are weighed and 
put in this pail, hang it over the edge of the empty nutrient tank and 
fasten an ordinary hose so that the water gradually washes the salts 
out of the pail into the tank. Any water that is suitable for watering 
greenhouse plants is satisfactory for making the solution. The pH of 
the water ordinarily is not important as the pH of the solution is ad- 
justed to the proper point before the solution is fed to the plants. 

There has been a great deal of mystery built up about getting the 
salts into solution, but we have found that the above method requires 
no attention and is entirely satisfactory. After the salts have been 
washed out of the pail into the tank enough water should be added to 
fill the tank to the point required for the bench capacities. This point 
should be marked plainly, with a white paint that contains no oil, 
bismuth, or coal-tar derivatives, on the inside of the tank so that the 
level of the solution can readily be maintained.* 

The table below is an example of the kind you should prepare for 
each different size of tank which you use and each salt in the formula 
you select. 


Milli- Gram/ Grams Required Grams to 
Salt mole Mole PPM. forthe Tank Give 1 PPM. 
eT C0 ar 6 180 168 (N) 12,204 73 
WON Oates os sui 8 110 312 (K) 9,944 32 
112 (N) 89 
MMOL Vise) 2 260 48 (Mg) 5,876 122 
CO Fs 6.7) eee 2 310 124 (P) 7,006 56 


* Put aside a gallon sample of the original solution made for each tank. This 
is your known standard solution for later comparison and testing. 


CuaApPtTerR VII 
NUTRIENT-SOLUTION FORMULAS 


In introducing the actual solution formula, we believe that some 
general remarks on the subject will be appropriate. As we know, 
plants acquire their raw foods (chemicals) from the soil solution when 
they are grown in soil. Changing this feeding operation from soil to 
nutrient solutions is not a radical step. Whether the plant gets its 
nitrogen, potassium, and phosphorus from the soil or from a pure solu- 
tion makes very little difference so long as it gets them in the proper 
form and amount. 

In soil culture, if your procedure is not correct, the plant warns 
you with certain symptoms, and you then take steps to correct the 
difficulties. In the same way with nutrients, the plant warns you, and 
you change the solution to remedy the situation. You need have no 
more fear of losing your crop with nutrients than when growing in 
soil. Unless you do something radically wrong, you will have plenty 
of time to adjust the solution to the needs of the crop. In fact, usually 
a crop answers to corrective measures much more quickly in nutrients 
than in soil culture. 

Just as there are differences of opinion on proper fertilizers, and 
methods of growing in soil, so there are differences of opinion on for- 
mulas and methods of procedure with nutrient culture. We will men- 
tion several theories and will stress-the one we believe to have great 
superiority. Some men who have been working with nutrients have 
been seeking a formula that could be used throughout the entire 
growing season. Our experience and the experience of many others 
would indicate that this is not feasible. In certain sections of the 
country where the daylight periods are of somewhat uniform length 
and where the intensity of the sunlight is not affected by much cloudy 
weather, it may be possible to use the same solution with little or no 
change over a long period of time. In our climate, in the Middle West, 
the days are much shorter in winter than in summer, 
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At certain 
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periods we may have several months of cloudy weather. It is against 
all the principles of plant physiology to assume that the same solution 
would produce the best growth under such widely varying conditions. 


MetTHops OF CONTROLLING GROWTH 


Several methods have been devised by different investigators in an 
attempt to counteract the effect of varying light and temperature 
conditions. Some have tried increasing the concentration of the nu- 
trient solution until it is so high that the plants cannot absorb water 
freely. The principle involved in this procedure depends upon osmosis, 
which is the way the nutrients get into the plant cells. In this way it 
is possible to reduce the amount of nutrients going into the plant by 
increasing the concentration of the nutrient salts in the tank. Most 
investigators recommend not increasing the concentration higher than 
three times the normal summer concentration. We tried increasing the 
concentration one year but found the method too expensive. It cost 
too much to increase the concentration three times normal, and the 
cost of maintaining it at this high level was prohibitive. Although by 
this theory the plants do not use as much of the fertilizer salts when 
they are grown in high concentration, nevertheless the salts disappear 
and must be replaced in large quantities to keep the concentration at 
this point. The salts apparently unite with or precipitate in the cin- 
ders and subsequently must be leached out and thus lost, constituting 
another unnecessary expense. The following year we worked on the 
nitrogen-potassium balance method and found it more satisfactory; it 
required only one-third as much fertilizer salts as the method of the 
previous year. 

Others have tried reducing the number of feedings during adverse 
growing conditions. Instead of feeding three times daily, the feedings 
are limited to one in several days. This works on the same principle 
as watering the benches in soil culture. The house, after being watered, 
has a lower concentration of salts than it has a few days after drying 
out. The same principle applies when the cinders or gravel are flooded 
at irregular periods. If you should use this method, we caution you to 
make leaf tests regularly until you can recognize various plant symp- 
toms and know just how to regulate the feedings. Nitrogen especially 
should be watched. Great care should be exercised to see that the 
plants do not wilt on hot sunny days, thus causing serious injury. 
Methods of leaf-testing will be given in detail in Chapter X. 


58 NUTRIENT-SOLUTION FORMULAS 


We believe that the method which we have developed is superior 
to either of those mentioned above. Our method is to vary the pro- 
portions of elements in the solution. Nitrogen and potassium particu- 
larly need to be kept in balance during the winter days. Their relative 
proportion depends, we believe, on the intensity and amount of sun- 
light available. With our method we have a fine control of all grow- 
ing factors. We find that within 8 hours we can determine whether a 
plant is reacting properly to the adjusted solution. Others who have 
tried a similar method of regulating the solution have had very satis- 
factory results. Our work would indicate that plants should be di- 
vided into two classes: (1) the hardwooded plants, such as roses and 
gardenias; and (2) the softwooded plants, such as carnations, chrysan- 
themums, stocks, feverfew, and tomatoes. 

The two classes differ in their requirements, and this difference 
necessitates a variation in solution formula. The same solution can 
probably be used on both classes of plants but at different times of 
the year. As an example, the solution might be right for the hard- 
wooded group in June, July, and August, but might not be right for 
the softwooded group until September, October, and November. We 
believe that there are sections of the United States where in all prob- 
ability one solution will be satisfactory throughout the entire year for 
practically all crops. The sections of the country where this procedure 
has been most successful are those where there is practically no cloudy 
weather and where there is not too great a variation in the hours of 
available sunshine. From our experience, we believe that, even if we 
had no cloudy weather, it would still be better to vary the solutions 
with the changing seasons. We have about eight hours more sunshine 
each day in summer than in winter, and for that reason a plant can 
and does use more nitrogen during the long days than during the 
short ones. 

As mentioned before, one of the factors that governs the choice of 
a solution depends to some extent on whether the plant builds softwood 
or hardwood. We find that the hardwooded plants require more po- 
tassium then the softwooded ones. The softwooded crops may again 
be divided into those which prefer an abundance of nitrogen and those 
which need only a moderate amount. Stocks, feverfew, carnations, and 
chrysanthemums all do well in the same solution and all require an 
abundance of nitrogen. Snapdragons, however, require much less nitro- 
gen. Tomatoes are a softwooded crop, yet they do exceptionally well 
in the solution used for roses. They require not only less nitrogen but 
also more potassium during the fall and winter. One of the most 





Pirate I] 


This section of bench shows remarkable yield of “New Globe” tomatoes— 
ripe fruits picked 62 days after benching. Standard summer solution was used 
at the beginning (p. 34); in the middle of July nitrogen was increased about 
100 ppm.; toward the end of September nitrogen was decreased to the original 
concentration and potassium was increased to 150 ppm. A small amount of 
copper sulfate was added to the tank about once each month. About 15 ppm 
of iron was applied each week by dissolving the proper amount in a quart of 
water and sprinkling the surface of the bench. About half this quantity of 


manganese was applied with the iron twice a month. 
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satisfying factors in growing with nutrients is the accuracy with which 
one can judge the needs of the plant and properly adjust the solution 
to get a high-quality crop. 

As an example of this crop control we might mention our experi- 
ence with tomatoes. During the dark days of early January the fruit 
became watery. We knew of two factors that could cause this in 
soul culture: either improper temperature or too much water. Assum- 
ing these same factors would apply to nutrient culture as well, we 
carefully checked our temperature, which was found to be correct. 
We then decided that the other factor, too much water, was the fault, 
and so with one house we shut off the feedings completely for twenty- 
three days. The plants were uninjured and the fruit hardened up 
slightly but not enough. On the other houses, at the same time that we 
stopped the feedings on the first house, we tried changing the concentra- 
tion of potassium, as we had learned from other crops that potassium 
serves to harden the growth. Accordingly we increased the potassium 
from 660 ppm. to 1,000 ppm., with the result that within five days the 
fruit was in proper marketable condition. The flavor was also changed 
and seemed to be sweeter. We believe that 800 ppm. to 850 ppm. 
applied before the trouble developed would have prevented it. We 
believe that the proper balance between nitrogen and potassium can 
be determined in advance by reference to the chart on this nitrogen- 
potassium balance. 


TWELVE TESTED FORMULAS 


Any of the formulas recommended by the various experiment sta- 
tions will give a good basic solution to work with, either for certain 
crops or for specific periods of the year, and may be used as recom- 
mended. Variations may be made as the operator deems necessary. 
On the following pages we give a number of the best formulas and the 
source from which they were obtained. You will notice that there is 
a great variation in both the kind and amount of the various salts used. 

Two solutions used with great success by Dr. John Arthur, of 
Boyce Thompson Institute, are as follows: 

1. The first is a Shive three salt solution. 


Compound % PPM. 
MITER. ess ae 4 ons deo, k 0 08 0 Ca(NOs3)2 0.085 850 
Potassium acid phosphate............. KH2PO, 0.245 2,450 


Magnesium sulfate.........-.+++e++e+- MgSO, 0.180 1,800 
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2. Another solution is composed of acids and bases. 


Compound % PPM. 

Srlfuxio Acie y cel. vs bios Lab sree ae H2SO,4 0.0379 379 
DOLETIG ACU J) cred tes ei Bt oh ic 9 ee eat HNO; 0.0277 277 
=e PHOSphOrid acids. as. wks Ws..2 vary of H3PO, 0.0394 394 
Potassium hydroxidé, 4.0) iases ee oe a8 KOH 0.0143 143 
Am@montum bydroxide.. 95... sea. « os NH,OH 0.0155 155 
Coa laine OXICGs i ce to re er ae CaO- HO 0.0140 140 
MACTIPAIIIN OXIUGss s 2. ae eee cae ee MgO 0.0165 165 


To each of these solutions should be added traces of iron, boron, and 
manganese. The compounds used in these formulas should be chemi- 
cally pure salts rather than fertilizer grade. 

From the New Jersey Experiment Station, we have the following 
solution recommended by R. B. Farnham and R. P. White for the 
crops which precede the formula. The acidity must be varied as shown. 

For roses, pH 6.0-7.0; carnations, pH 5.5-6.5; gardenias, pH 4.5- 
5.0. In 100 gallons of solution use the number of grams shown in column 
A; in 1,000 liters, use the amount shown in column B. 


A B 
Ammonium sUlAts 4. 4\0.95 eee 60 g. 150 g. 
- Potassium monobasic phosphate..... . ~114 g. 285 g. 
Magnesium sulfate.................. 280 g. 570 g. 
GCalcemm ‘nitrates i. -:¢os8 pee ee 972 g. 2,430 g. 


Another solution from the same source recommended for other crops 
should have the acidity: for sweet peas, pH 6.0-7.0; for snapdragons, 
pH 5.5-6.5; and for most other crops, pH 5.5-6.5. The amount of 
salts used in 100 gallons of solution is given in column A, and the 
amount for 1,000 liters is given in column B. 


A B 
Potassium monobasic phosphate... .. 243 g. 608 g. 
Cale bitrate) 2% ou; oe eee 864 g. 2,260 g. 
Magnesium sulfate... saGr<7. 1 eels 451 g. 1,127 g. 


Robert Withrow of Purdue University has worked with a number 
of solutions, the most famous of which are his 2D and 2E. We also 
give several other formulas that he has worked out. Fertilizer-grade 
salts are used in these formulas. 


SoLuTion 2C 


Grams per 

Compound Millimole 1,000 liters 
Magnesium sulfate........ Me Toe a) MgSO, 1 260 
~ Treble superphosphate............... CaH4(PO,4)s 1 310 
Potassium ‘nitrate....\, 1.3.4. KNO; 8 880 
Ammonium sulfate.................. (NH4)2S04 2 280 


TWELVE TESTED FORMULAS 61 


SoLuTIon 2D 


Compound Grams per 
Millimole — 1,000 liters 
Magnesium sulfate (anhydrous)... .... MgSO, 0.5 65 
Treble superphosphate............... CaH,4(PQ,)2 0.5 155 
Potassium nitrate...........5....... KNO3 10. 1,100 
Calcium sulfate (agricultural)......... CaSO, 4, 760 
Ammonium sulfate... 2... o.06 6... as os (NH4)2S04 3 140 
SoLuTion 1E 
Magnesium sulfate (anhydrous)....... MgSO, 4. 520 
Treble superphosphate............... CaH4(PO,)e 2. 620 
Prpmern Wate. 7. ls. oo. ss oak KNO; 6. 660 
SOMME ISTERAUE Sy 256544 wre oe vans Oe aes Ca(NOs3)e 4. 720 
Armimonturm gulfate; ). ¢..... sa e.seens (NH4)2SO4 0.5 70 
SoLuTion 2E 
Magnesium sulfate (anhydrous)....... MgsO, 055 65 
Treble superphosphate............... CaH4(POx)2 0.5 155 
PPAARIUT MUTA. Sands. ese oe. KNO; 6. 660 
SOUT UT OAS so caus v.00 kw te aed ala Ca(NOs3)2 4, 720 
Armmonimm sulfate. «ovina civ ees (NH4)2SO4 2. 160 


From the Ohio State Experiment Station we get the following three 
formulas: 


SoLuTion W. P. 


Grams per Grams per 
1,000 gallons 1,000 liters 


Potaeaiuie Ate eo. aes a ot vs 2,632 608 
Ammonium sulfate............... 439 110 
Magnesium sulfate............... 2,043 511 
Monocalcium phosphate.......... 1,090 282 
PALO) AUN ATE. Oy bene css st sack 4,856 1,214 


SoLuTION 2E 


Ounces per Grams per Grams per 
60 gallons 60 gallons 1,000 liters 


EMMI FEIT Boy canis cscs Csesale > eR 6 168 672 
ne i kee a i a a re 1% 43 168 
Maenesinum sulfate:...... 2.455 ..4..60- \% 14 56 
~ Monocalcium phosphate...............- 1 28 112 
Calcium nitrate. 1 28 112 


Ferrous sulfate, 3 teaspoonfule; “manganese sulfate, 1% solution, 300 cc. 
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SoLuTiIon 2 W. P. 


Ounces per Grams per Grams per 
60 gallons 60 gallons 1,000 liters 


Potassiniin Nitrate sian. eee ae eae 12 336 1,344 
Ammonium sulfate)<1 4-29 .+0ssaus fees 1% 42 168 
Magnesium sulfates s viuct kya veer eens 9 252 1,008 
Monocalcium phosphate................ 414 126 504 
Cale sulfates, 29.0.0 neces aes 21 588 2,354 


Ferrous sulfate, 3 teaspoonfuls; manganese sulfate, 1% solution, 300 cc. 

Another solution originated at the Central Experimental Farm, 
Ottawa, Ontario. It proved highly satisfactory when used by H. Hill 
and M. B. Davis for growing chrysanthemums. 


Grams per Grams per 
50 gallons 1,000 liters 


Magnesium sulfate.............. 247.2 1,236 
Potassium phosphate monobasic... 134.5 672.5 
Calcium chioridey 1.0, nae er 275. 1,375 
Potassium: nitrates... ee 300.6 1,503 
Ammonium nitrate.............. 675. 3,375 


You may have noticed a great variation in the twelve formulas we 
have given; yet basically they are quite similar. From the reports 
of those who have used these solutions, fine results have been obtained. 
Any one of them would probably be satisfactory to start with, pro- 
vided that you vary it as you go along to meet the varying conditions 
of your crop. In view of the multiplicity of formulas you may find 
it difficult to know just how to start. We know of one large greenhouse 
establishment that selected a solution formula and grew a great num- 
ber of miscellaneous crops in it the first year. The following year, 
they selected the crops which did best, discontinuing the poorer, and 
had an excellent and profitable year. Another way of starting, and 
we believe the best way, is to grow the crop with which you have had 
the most experience, select a solution that agrees with it, and then by 
frequent testing keep this solution -in proper balance for the best 
results. Incidentally we might mention that the hardwooded crops, 
such as roses and gardenias, seem to present more difficulties than the 
miscellaneous crops in the softwooded group. 


ReEcorpDING Data 
If you keep detailed and accurate records of your work, we be- 
lieve that you will experience little difficulty. Starting with your 
original solution, make a record of the kind and amount of the various 
chemicals used. An ordinary diary with a page for each day is fine 
for the purpose, and you will find your record invaluable later in 
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handling the various problems that come up. We suggest that you put 
down the amount and kind of chemicals added from time to time, also 
record what each of your tests shows as to the condition both of your 
solution and of your plants. It is wise to note the weather conditions, 
outside and inside temperatures, and whether the day was predomi- 
nately cloudy or sunny. You will find that there is a definite relation 
between the light intensity and duration, and the amount and kind of 
chemicals which the plant needs for maximum productiveness. A 
record of both quantity and quality of the crop as gathered will enable 
you to tell whether you are getting the maximum results possible. If 
you have the same crop growing in soil, select a similar amount of 
space and determine by comparison which method gives the greater 
return. By regular leaf tests, solution tests, and by watching the 
various symptoms shown in the plant, a grower will soon learn the exact 
requirements of his crop. If you can grow a good crop in soil, you can 
easily learn to grow a better one in nutrients, because much of the 
guesswork is taken out of the job when you make your accurate tests. 
If you have kept detailed records and have been successful one year, 
you can be certain that the following year you will get the same results. 
This is not true in soil culture, because, first of all, you start with an 
unknown medium—the soil, add what fertilizers you “think” are neces- 
sary, and then from time to time mulch the crop with another un- 
known, the fertilizer or manure. Speaking of the use of manure, that 
is one way that disease and insects frequently are introduced into your 
houses. One reason we experience greater freedom from insects and 
disease with nutrient culture is that we start with clean, sterile benches 
and add only pure, uncontaminated chemicals. Neither the solution 
nor the cinders presents a very good medium for the breeding of in- 
sects or disease. 


DISCARDING Us. REPLENISHING SOLUTIONS 


The next thing to consider is the procedure in handling the solu- 
tion. Practically everyone has adopted the method of mixing new 
fresh nutrients frequently and discarding the old solution. With this 
practice we disagree very decidedly. We believe it to be unnecessary, 
extravagant, and wasteful of time. If our solution tests prove any- 
thing, they certainly show that it is not wise to grow plants in a solu- 
tion for a month and then discard it for a fresh solution. We find 
that long before a month has elapsed many of the necessary elements 
have been depleted. Some growers who have adopted the discard 
method have attempted to salvage the unused chemicals by applying 
the spent solution to some of their soil-grown crops. This may recover 
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some of the chemicals, but it only stands to reason that the very 
chemicals the soil-grown crops need most have already been used by 
the nutrient-solution crop. So far as the soil-grown crop is concerned 
this procedure is not likely to result in any harm, but we doubt if it 
does as much good as the grower would like to believe. 

We have found that by testing our solutions twice weekly, and re- 
placing those salts that have been depleted, we have greater economy 
and a more rigid check on our nutrients. Why should one throw away 
a quantity of good unused nitrogen, phosphorus, or potassium when 
the solution can be restored to proper strength by adding a small 
amount of the depleted chemical? At first we tested our solution every 
day but found that the changes were so small that this was not neces- 
sary. Then we tried testing only once a week, but the changes were 
so great at times that the plants were suffering from lack of one or 
more important elements. We have learned that testing twice a week 
gives adequate control. During the summer days, we noticed that, 
between weekly tests, often as much as one-third of the nitrogen had 
been used and at times as much as one-half of the phosphorus. One 
of the objections raised to our method of replenishing salts as they 
are used is that some salts have a tendency to precipitate in the tanks 
and impurities may collect. Naturally some salts do precipitate, but 
Solutions have been used in our tanks for more than a year without a 
complete change, apparently without injury to the crop. There is 
some precipitate in the tank, of course, but probably not so much as is 
supposed. An open tank cannot stand for a year without accumu- 
ulating some dust and other rubbish. Also some of the dust and dirt 
of the cinders no doubt gradually finds its way back to the tank. It 
may not be practical in some cases to use the same solution without a 
complete change for as long as a year, but certainly the factor govern- 
ing the length of time the solution should be used is something other 
than precipitates, impurities, or weakened solution. By testing the 
foliage frequently, by watching the_general appearance of the plant, 
and by regular twice-weekly tests of the solution, one should be able 
to grow crops in nutrient solutions with even more confidence than 
he would have were he growing them in soil. 


TECHNIC OF THE NitrRoGEN-PorassiuMm BALANCE 


. The technic which we follow with our solutions, as we said, is vastly 
different from that followed by most people using nutrients, but we 
believe that our experience has proved our system capable of giving 
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the finest results with the least outlay of time, money, and labor. 
Since all three of these are important items on the profit-and-loss 
statement, we believe that our method will show an increased profit. 

In the following pages we want to mention a few of the facts which 
we have established during our work with nutrients. Roses may be 
fed, at any time, as much nitrogen as they can use without storing it 
in the leaf. If a test shows even a trace of nitrogen in the base of the 
petiole of a young leaf, too much nitrogen is being used.* If too much 
potassium is being used, the foliage and stems of the old wood become 
brittle; if the excess is continued, the parts will become so brittle that 
the leaves will snap off at the slightest touch. The difficulty arises in 
getting the proper balance between the nitrogen and the potassium. 
Whether this brittleness is due to an excess of potassium or to a defi- 
ciency of nitrogen we do not know, but it shows that the balance 
between the two elements is not correct and needs adjusting either by 
increasing the nitrogen, decreasing the potassium, or both. By balance 
we do not mean that a one-to-one ratio or a three-to-one ratio should 
be maintained at all times. It simply means that the effects of nitrogen 
and potassium counteract each other, and that a proper relation must 
be maintained. This ratio varies with the amount and quality of the 
light available to the plant. In the summer a rose plant may be able 
to use a solution containing 450 ppm. of nitrogen and does best if the 
solution contains about 170 ppm. of potassium (although this may 
be reduced to as little as 85 ppm. if no shading is used on the houses). 
In contrast, in winter, the plant will do best if the nitrogen is reduced 
to as little as 100 ppm. and the potassium increased to 800 ppm. or 
even more in prolonged dark weather. Tests of the nutrient solution 
in the summer frequently show that as much as one-third of the nitro- 
gen has been used in a week, yet the plants will not give a leaf test 
for nitrogen. This proves that nitrogen is not being stored in the 
foliage. During the dark days of midwinter, if we keep our nutrient 
solution at a concentration of 100 ppm. of nitrogen, only very small 
quantities of the element will be taken from the solution, and it may 
be several weeks before any more nitrogen need be added to the tank. 
However, during this same period, if the potassium is kept at 450 ppm. 
we find that as much as one-fourth of the element has been used in, 
a single week. If large amounts of potassium are being used, increase 
the concentration of the potassium salt. The plants can stand a con- 
centration as great as 800-900 ppm. during dark weather. 

* The nitrogen disclosed by this leaf test is nitrate nitrogen. Nitrogen in other 
forms, which is not indicated by this test, is always present in the leaf. 
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Carnations act in much the same way as roses, except that leaf 
tests cannot determine the amount of nitrogen used. Carnation leaves 
always give a nitrogen test. Their method of disclosing that an excess 
of nitrogen is being used is by a rank soft growth and weakened stems. 
An excess of potassium is shown in much the same way as with roses. 
The stems become so brittle that they break at the slightest touch at 
every node or joint. If these symptoms in the carnation are watched 
for, the nutrient may be regulated very easily. Carnations and roses 
are quite similar in their relative requirements of these two elements. 
Both need a small amount of nitrogen and a large amount of potassium 
in the winter; in summer, both like a large amount of nitrogen and a 
small amount of potassium. Your solution may contain as much 
as 400 ppm. of nitrogen and as little as 85 ppm. of potassium in the 
summer, whereas in the winter the nitrogen concentration should be 
between 100 and 150 ppm. and the potassium 400-600 ppm. in the 
darkest weather. Most other crops require a similar balance between 
the nitrogen and potassium—in summer plenty of nitrogen and a mini- 
mum of potassium; in winter plenty of potassium and a minimum of 
nitrogen. 


NitTrRoGEN-Porassium CHARTS * 


We believe that the facts disclosed by the accompanying charts 
indicate the greatest advance toward the simplification of nutrient 
culture that has yet been made. In order that you may understand 
the full significance of the chart, we should like to mention how it 
was developed. During this early work with nutrient culture, the same 
difficulties that others have had in properly adjusting the solution to get 
a maximum fine crop were encountered. Using the “guess” method, 
there was trouble frequently. However, it was soon noticed that there 
seemed to be a definite need for more potassium and less nitrogen in 
the solution as the winter growing season advanced. It was also dis- 
covered that the addition of potassium had a tendency to counteract 
the bad effects of too much nitrogen in the solution. Also it was found 
that, when there were several consecutive bright days, the plants used 
much more nitrogen than at other times, and the ultimate conclusion 
was that there was a definite relationship between the amount and 
intensity of the sunlight available and the amount of nitrogen required. 


* For many years practical growers have worked on the theory of a nitrogen- 
potassium balance in relation to light, as is evidenced by the different methods of 
feeding in summer and winter with their soil-grown crops, but very little work 
seems to have been done along this line by scientific investigators, 
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Accordingly, the following year, the sunlight factor was watched care- 
fully; and nitrogen was fed during the sunny periods and allowed to 
diminish during the darker, cloudy weather. When the days were 
exceedingly dark for a long period of time and this dark period fol- 
lowed a series of very bright days, it was found that the nitrogen 
concentration was altogether too high, so that it was necessary to add 
potassium in sufficient quantities to counteract this excess nitrogen. 

Bearing these facts in mind, if you will consult the Rose Chart 
you will find that, by watching the various deficiency symptoms and 
adjusting the solution month by month, the nitrogen was gradually 
dropped from 450 ppm. in July to 150 ppm. in December, and that the 
potassium concentration was gradually increased from 250 ppm. in 
July to 750 ppm. in December. As you will notice, this resulted in a 
somewhat irregular curve, because the adjustment was not made until 
after the deficiency symptom was evident. Since the second half of 
the winter growing season is just the reverse in relative light condition 
to the first half of the winter growing season, it was assumed that, if 
this theory was correct, the nitrogen-potassium balance could be ad- 
justed in advance by projecting this curve for the future months and 
following it exactly. In this way the solution could be adjusted before 
the deficiency symptoms developed. After projecting this curve, all 
adjustments in the solution were made automatically as the chart 
called for them, regardless of plant symptoms, and the result was that 
no difficulties were encountered. During the second half of the year 
this curve shows as a straight line because the nitrogen was built up 
regularly each month from 150 ppm. in December to 450 ppm. in July 
and the potassium was decreased steadily each month from 750 ppm. 
in December to 250’ppm. in July. The reason for the curve’s running 
horizontally during July and August, and during May and June, is 
that the houses were shaded during these months, as is customary to 
prevent excessive temperatures. This naturally keeps the light factor 
more or less uniform during this period. 

We also show a chart for carnations, in which you will notice that 
the roses definitely require more potassium at all times than the carna- 
tions. Further you will notice that the nitrogen requirements of both 
crops are very similar. In fact, the maximum and minimum require- 
ments seem to be identical, although there is a slight variation at other 
times of the year. 

On the chart for tomatoes you will notice that only part of a year 
is shown. This is due to the fact that they were used as a fill-in crop, 
were not benched until September, and were discarded in February. 
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Strange as it may seem, the tomatoes were grown in the identical 
solution as the roses, until January. We had always harbored the idea 
that one of the factors governing the solution formula was whether 
the plant made hardwood or softwood, but the tomatoes did so well 
in the same solution as the roses that it raised a big question whether 
that was a factor. However, in December when the plants were 
setting a tremendous amount of fruit, we ran into difficulties. The 
tomatoes became watery, and as explained elsewhere in the text the 
solution to this problem turned out to be the addition of a large 
amount of potassium. This remedied the difficulty; within 5 days the 
fruit was again firm and of good color. 

We do not show either magnesium or phosphorus on these charts 
because we carry them constantly at 60 ppm. and 70 ppm., respectively. 
We found that none of these crops require much magnesium, although 
it must be available, so we carry the magnesium rather low and test 
for it only every three or four weeks. All the crops seem to require 
a great deal of phosphorus and normally with such a requirement we 
would carry a high concentration of that salt. However, the salt which 
we use contains fluorine (F), which, as we mentioned, is highly toxie 
in high concentrations. For that reason we regularly carry a low 
concentration but add phosphorus after each test as we frequently 
find that as much as half of the phosphorus has been used in three 
days. 

A chart similar to these can be worked out by each grower for his 
locality, on the basis of the relative light conditions. Although the 
exact charts which we illustrate may not be used without change in 
all parts of the country, we believe that they will serve as a guide and 
will probably give satisfactory results while one is working out his own. 
We are confident that if you will regulate your solution in accordance 
with such a chart you will find that growing satisfactory crops by the 
nutrient-culture method is extremely simple. 


MAGNESIUM AND PHOSPHORUS REQUIREMENTS 


Magnesium and phosphorus are essential elements in the solution 
at all times, but apparently they do not play so important a part in 
the general regulation of growth as nitrogen and potassium. If the 
test shows a moderate amount of each, it is probably sufficient, as 
60 ppm. of magnesium and 70 ppm. of phosphorus seems to be nbc 
right. We maintain these figures during the entire year. If the food 
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grade of salt is used, such as monocalcium phosphate, more may be 
added than of the triple superphosphate. The food grade contains 
very little fluorine. No injury was ever noticed even though the triple 
superphosphate was employed and the concentration was held for sev- 
eral months at 140 ppm. However, it would probably be safer to use 
a lower concentration than this of the triple superphosphate salt. If 
the plant seems to need the higher concentration we suggest that you 
use monocalcium phosphate. 

When Robert Withrow started his investigations into nutrient 
solutions, he used the fertilizer grade of salts instead of the higher- 
priced food grade. Undoubtedly, as good plants can be grown with 
these cheaper fertilizers as with the higher-grade salts. The plant 
needs only the proper amount of the essential elements, and whether 
they come from relatively pure salts or those of fertilizer grade seems 
to make no difference. At the same time we frequently eliminate the 
necessity of adding some of the minor elements when we use the cheaper 
grade of salts, for these minor elements are often present in them as 
impurities and in sufficient quantities for the plant’s use. Because 
ammonia interferes with the potassium test, we never use it, but get 
the entire supply of nitrogen as nitrates in either calcium nitrate or 
potassium nitrate. 

Determine the amount of the element wanted in the solution by 
the general appearance of the plant or by test and feel free to supply 
the deficiency in the easiest and quickest way. If you need a higher 
concentration of nitrogen in the solution, why use two or three nitrogen 
salts, such as calcium nitrate, ammonium sulfate, and potassium ni- 
trate, when either one of these salts in the proper amount would do 
the work? If you use several salts to supply the deficiency, you 
simply complicate the work of figuring the proper quantity to add. 
Different authorities disagree about the use of ammonium salts. Some 
claim that the plant uses the ammonia directly; others, that only 
nitrates are used. Until further evidence to the contrary is discovered, 
we shall continue to recommend nitrates because they simplify the 
task of testing for potassium. (We have found that a plant can utilize 
ammonia during the long bright days of summer, but during the dark 
short days of winter the ammonia has a toxic effect on the plant.) If, 
however, ammonium salts are used, we recommend that the concentra- 
tion be kept between 10 and 20 ppm. of ammonium nitrogen, the 
balance of the nitrogen requirement being made up with nitrate salts. 
(See Circular 232, revised 1938, Purdue University.) 
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TRoN REQUIREMENTS 


Iron presents a real difficulty. The hardwooded crops apparently 
require much more iron than the softwooded crops. Carnations, mums, 
tomatoes, stocks, etc., have never shown an iron deficiency in cinders, 
but roses soon show such a deficiency as indicated by a spotting of 
the leaves. This iron deficiency can be distinguished easily from 
nitrogen deficiency as the veins remain green while the interveinal 
spaces become yellowish and spotted. Nitrogen deficiency shows no 
spotting. Another difference is that, with iron deficiency, just the 
new growth shows the deficiency; the old foliage does not show it 
unless there was a deficiency when it was grown. If you are using 
nutrient culture on a large scale commercially, you will find that it is 
not practical to apply the iron with the regular solution. Iron has a 
great tendency to precipitate in the tank and in the benches as well. 
This precipitation can be checked to some extent by increasing the 
acidity of the solution, since iron has a tendency to precipitate more 
in an alkaline solution. However, this is not a good method, for even 
if you get the proper amount of iron to stay in solution in the tank you 
still have difficulties ahead. Iron has a tendency to precipitate in 
certain spots and will not distribute itself evenly throughout the 
benches. Some parts of the bench get too much iron and other parts 
too little. This gives a very spotted effect to the house. Some plants 
are of good color and others of poor color, showing a definite deficiency 
of this element. Increasing the amount of iron in the solution does 
no good as the element seems to keep building up the precipitate in 
certain spots until so much accumulates as to cause severe injury to 
the plants. 


METHOD or APPLYING IRON 


To overcome these various difficulties, we have adopted the method 
of sprinkling the iron solution over the surface of the cinders. This 
of course, gives an even distribution, each plant getting its share, me 
all plants then show a fine even ‘color. Although sprinkling the iron 
solution on in this fashion is another operation, and is done by hand 
it is not so difficult as it may seem at first. Nearly every oréenhuiies 
is equipped with a good stationary spray system, and this can be used 
in the application of the iron solution. Simply mix in the spray tank 
with 200 gallons of water, the amount of ferrous sulfate needed ee 
spray it on through the ordinary hose, without a nozzle. In thie way 
a house 30 feet by 200 feet can be sprayed in about a half hour. To 
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determine the correct amount of iron sulfate to use, calculate the 
number of grams of the salt needed to give the equivalent of 10-15 ppm. 
in the quantity of solution in the main solution tank. Then mix this 
quantity with the 200 gallons of water in the spray tank and water on 
the benches as above. In addition, if an application of manganese is 
needed, it can be applied at the same time as the iron by simply mixing 
the proper amount of manganese salt with the iron solution. Apparently 
these iron difficulties do not occur in small experimental installations 
where the distribution is confined to quite a small area, but the above 
method even on benches 200 feet long will relieve you of any worries 
about iron deficiencies. 

Roses and gardenias require a large quantity of iron but prefer it 
in small doses given frequently. It should be applied at least once a 
week and preferably twice or even three times a week if needed. 
Manganese should be fed in much smaller quantities than iron. We 
find that an application once a week, using at each weekly application 
a quantity about one-fourth that of iron, is all that is needed. The 
regular fertilizer grade of nutrient salts apparently contains enough 
impurities, as is seen by their analysis, to care for all the other minor 
elements. 

The acidity of the solution is important and should be checked 
regularly. You should maintain the acidity at the points recommended 
by R. B. Farnham and R. R. White which were mentioned earlier in 
this chapter. During the summer months probably little or no acid 
will have to be added. Later on, the benches may become too acid, 
in which event the acidity may be adjusted by adding sodium hydroxide 
to the tank solution. 

As a final reminder, always bear in mind that there is a direct 
relation between the amount and intensity of the light and the amount 
of nitrogen the plant can use efficiently, and that the nitrogen and 
potassium must be kept in proper balance to conform to this light 
relationship. 


Cuaprter VIII 
FUNDAMENTALS OF PLANT PHYSIOLOGY 


Just as we reviewed some of the elementary facts of chemistry, so 
it is important to renew in our minds some of the processes and me- 
chanical functions of the growing plant. This information comes 
under the heading of plant physiology. By knowing something of 
these processes it is easier to determine just. what is taking place and 
what effect nutrient solutions are having on the expected growth and 
development of the plant. A fertile seed contains a complete live 
plant in the dormant state, with enough stored food to carry it through 
the process of germination until it can establish itself in soil or other 
growing medium. The parent plant manufactured and stored in this 
tiny seed enough food to start it into growth and care for it until the 
seedling’s own root system could take food from the soil or elsewhere. 


GrRowTH: PHOTOSYNTHESIS—ASSIMILATION 


When the temperature is right and enough moisture penetrates the 
seed coat, the compounds stored in the seed are converted into active 
plant foods and the young dormant plant in the seed starts growth. 
At this point it will be well to distinguish between the two very defi- 
nite processes performed by a growing plant. In general, the popular 
idea of growth is the obvious incréase in size that is noticed as the 
seedling develops into the mature plant. This part of the growth 
process results from cell division and elongation, and is accompanied 
by changes in external form and internal structure. Light is not neces- 
sary for this part of the growth process as may be seen by the fact 
that potatoes will grow in darkness. However, they will grow in dark- 
ness only until they have used up all the food stored in the tuber. 
For continued growth, the plant must manufacture more food. The 
ordinary green plant has only two sources from which it obtains raw 
food elements—the air, and the soil or solution. The first step in 
uniting these raw materials, known as photosynthesis, takes place only 
in the presence of sunlight or intense artificial light. 

In this connection it might be well to mention that, though it is 
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possible to develop photosynthesis by artificial light, it requires an 
intensity of at least 400 foot-candles. Also, since there are these 
two definite processes, growth and photosynthesis, the ideal balance 
between light and darkness probably is that which obtains in summer 
when they are very nearly equally divided. It is at that time of year 
that we get the best all-round development. Most of the experiments 
with artificial light have shown that, though natural sunlight can be 
supplemented during the darker days, plants do need a dark period and 
will not grow satisfactorily in continuous light.* As a part of the 
process of photosynthesis, the leaves take in carbon dioxide from the 
air. This enters through small openings or pores called stomata. In 
most plants the stomata are found on the under surface of the leaf. 
The green coloring in the leaf, known as chlorophyll, is primarily 
responsible for this change of raw materials into carbohydrates. During 
photosynthesis, carbon dioxide is used and oxygen is liberated. In 
the absence of light the chlorophyll in the leaf becomes inactive 
and the manufacturing of carbohydrates ceases. Visible growth in- 
creases in the absence of light, and during this part of the process, 
when cell division or elongation takes place rapidly we have an oppo- 
site reaction as more oxygen is used and a greater amount of carbon 
dioxide is liberated by the plant. Respiration takes place in both dark- 
ness and light. After the carbohydrates are once formed the plant 
can apparently produce from them, regardless of light, most of the 
complex compounds which it needs. Under the influence of the living 
matter of the plant the simple carbohydrates produced in the leaves 
are united with the raw elements brought up from the roots to form 
protoplasm. This complex process is called assimilation. 

Practically all mineral elements that are assimilated by the plant 
must go through the root system in solution. It is for that reason that 
all the elements we use in our nutrient solutions must be soluble in 
water. The roots grow out from the plant in search of food and water. 
At the end of the main roots are thousands of tiny root-hairs whose 
function it is to take up the raw elements and water. The large roots 
merely act as conveyors to get these raw materials to the stem and 
leaves. Some of the large roots may also act as storehouses for the 
manufactured food. 

The plant has a simple circulation system. One set of tubes carries 


* Experiments with light are being conducted today which seem to indicate 
that this dark period is not so important as was once supposed. See, for further 
discussion of this point, Dr. John Arthur’s bulletin, “Biological Effects of Radia- 
tion,” McGraw-Hill Book Company, New York. 
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the raw materials from the roots up to the leaves, and another set 
carries the manufactured foods downward from the leaves. The tubes 
that carry the materials up are known as the xylem; those that carry 
the food down are called the phloem. These tubes are not continuous 
but are made up of innumerable cells with permeable walls. See 
Fig. 22. A cross section of the stem of the ordinary plant with which 
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Fia. 22. A typical stem séction of clover showing the structure of the vascular 

bundle. In some plants, such as corn, the vascular bundles are distributed 

throughout the pith; in others they are arranged in complete, concentric circles 

forming ultimately the annular rings which are seen readily in the hardwooded 
group, as in the cross section of a tree. 


we are concerned shows under a microscope an outside protective 
layer called the bark, which protects the vital parts. Directly under- 
neath this bark we find the phloem (the tubes which take the manu- 
factured food downward); underneath the phloem we find the grow- 
ing tissue of the plant—the cambium layer. The cambium layer 
surrounds the xylem (the tubes which take the raw materials up to the 
leaves); and this in turn surrounds the innermost substance—the 
pith. 
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MOvEMENT OF SOLUTIONS IN PLANTS 


Since all minerals must pass into the plant in solution, it will be 
well to mention the three main forces by which solutions enter. First: 
wmbibition, which is the process whereby water is absorbed by any 
organic body. This water is taken up and held by capillarity, or sur- 
face tension. This phenomenon is especially characteristic of colloidal 
material in the gel condition, as each particle of such substances has an 
affinity or attraction for water. The hardest wood may absorb water 
by imbibition; dry hard seed coats take up water by imbibition, which 
usually causes swelling. This process particularly is important in the 
activity of non-living cell walls. 

Second: osmosis, which is a diffusion process whereby water moves 
through membranes or partitions. Water is a solvent and normally 
moves from a lesser to a greater concentration of the solute or salt 
solution. The solute itself, where permitted by nature of the mem- 
brane, normally moves from a region of greater to one of lesser con- 
centration. This movement, which is wholly independent of any 
convection currents due to differences in temperature, implies a force 
which is termed osmotic pressure. It is this force combined with the 
force of imbibition which accounts for the inflow of water to the 
root-hair and the flow of water through the living cell wall or mem- 
brane. It is because of these phenomena and root pressure that water 
and nutrients are carried from the roots to the topmost branches of 
tall trees. At this point it is important to call attention to the fact 
that if our nutrient solution is too concentrated a reverse flow of water 
out of the plant and consequent wilting will result. 

The third process of water transfer, transpiration, is really a 
transfer of water from the plant and is in the nature of evaporation, 
but as the process is closely related to the other two it will be considered 
here. In studying the cell structure of the leaf we find that there are 
certain openings known as stomata through which the inner leaf cells 
are in contact with the air. Air diffusing through these stomata comes 
in contact with moist cells in the leaf, and as a consequence some 
water is lost by evaporation. This moisture is then replaced from 
adjacent cells, and the process continues throughout the entire plant. 
In this way there is a continuous water movement through the plant. 
Nutrient salts move into the plant by diffusion more or less independ- 
ently of water movement. There is a certain balance between the leaf 


and root surfaces. 
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PLANT STRUCTURE 


If you will refer to the highly magnified cross section of the leaf 
shown, you will see that the leaf is a very complex structure, the 
necessity for which is understood when we consider the many im- 
portant functions which leaves perform. See Fig. 23. Leaves play 
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Fia, 23. A typical leaf section highly magnified. This shows the intercellular 
spaces, stomata, and chlorophyll. 


the leading role in plant life since they manufacture carbohydrates 
(photosynthesis). This marvelous process is accomplished in some 
mysterious manner by the small green bodies which give the leaf its 
green color. These bodies contain the chlorophyll. Although the 
chemical composition of chlorophyll is known, scientists are still trying 
to discover the why and how of the process. The leaves perform 
another important role in plant life in the visible growth process. They 
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take in oxygen and give off carbon dioxide, at the same time using 
up some of the food which previously had been manufactured during 
the process of photosynthesis. This results in cell multiplication and 
elongation which we recognize as “growth.” Leaves also have another 
function, namely, the temporary storage of the food manufactured 
during the process of photosynthesis. When an old leaf has stored 
food and this food is later used by the plant the leaf usually drops off. 

It is important to understand plant structure to know how the raw 
materials which we supply in the nutrients are used. It is only natural 
that the plant cell—a unit which performs so many functions—should 
be rather complex in structure. The cell is not only the structural but 
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Fic. 24a. A typical plant cell highly Fic. 24b. A highly magnified cell of 

magnified showing the various parts as Pellionia showing leucoplasts and con- 

mentioned in the text. This is from tained starch grains. (Redrawn from 
the palisade parenchyma of a leaf. Gager.) 


also the functional unit of the plant. By this is meant that the innu- 
merable plant cells which go to make up the entire plant are the actual 
structural units of the supporting skeleton, corresponding to bricks in 
a building, and at the same time are performing the growing and manu- 
facturing operations which we have mentioned. We find by study 
under the microscope that the plant cell is divided into three parts: 
the cll walls, which vary considerably in thickness depending upon 
their yosition in the plant and their function; the protoplasm, which is 
the living part of the cell; and the vacuole, which is the cell sap. See 
Fig. 24a—b. Considering first the cell wall, we find it may be com- 
posed of a mixture of celluloses and other substances such as resins, 
gums, tannins, minerals, proteins, fats, oils, and coloring matter. The 
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protoplasm or living part of the cell is a substance which has a viscous 
slimy consistency that is neither a true solid nor a true liquid and pos- 
sesses a considerable power of cohesion. It is heavier than water but 
has no tendency to mix with it. It contains 80-90 per cent water, and 
about 7 per cent of dry matter as inorganic compounds such as chlo- 
rides, phosphates, sulfates, and carbonates of magnesium, potassium, 
sodium, calcium, and iron. The organic compounds representing the 
balance are chiefly proteins, carbohydrates, and fatty substances. Of 
these organic compounds about 40-50 per cent are nitrogenous. (See 
Miller, Plant Physiology, 1931 edition, page 16.) Nitrogen makes up 
1-5 per cent of the total dry weight of plants, this percentage being 
exceeded by only three other elements, carbon, oxygen, and hydrogen. 
From this you will readily see that nitrogen in our nutrient solution is 
of vital importance. 

By careful observation, we find that the protoplasm can be divided 
into three parts: the cytoplasm, or cell substance, usually containing 
food materials; the nucleus, or reproductive part of the cell; and the 
plastids, or the color-giving part of the cell. The cytoplasm is con- 
sidered the less specialized portion of the protoplasm and forms the 
greater part of the bulk. The cytoplasm of one cell is connected with 
the cytoplasm of adjacent cells by minute pores in the cell-wall struc- 
ture. The nucleus is the most important organ of the protoplasm, 
because, largely as the result of its behavior, cells reproduce and divide. 
The nucleus is a rounded portion of the protoplasm of the same struc- 
ture as the cytoplasm but a little thicker in texture. It contains more 
nucleoprotein than the cytoplasm. The plastids are protoplasmic 
organs in the cell which perform certain physiological functions. They 
are divided into three classes: chloroplasts, which are green in color 
and vary in size; chromoplasts, which are red, yellow, or orange and 
are found primarily in the petals of flowers and in ripe fruits; and 
leucoplasts, which are colorless and can under certain circumstances 
change into either chloroplasts or chromoplasts. Leucoplasts trans- 
form carbohydrates into starches, and also, probably, they form oils 
and proteins. The chloroplasts, which were first mentioned, contain 
the all-important chlorophyll which is primarily concerned with the 
process of photosynthesis or the manufacture of carbohydrates from 
carbon dioxide and water. 

As the plant cell begins to grow the protoplasm shows cavities of 
and in. elspension.,a'The eavitir nee 

. 1eir contents are called 
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vacuoles. The vacuole or cell sap may contain the following ma- 
terials: (1) water; (2) inorganic salts of sodium, potassium, mag- 
nesium, and calcium; (3) carbohydrates such as cane sugar, maltose, 
glucose, fructose, dextrose, and inulin; (4) nitrogenous compounds such 
as proteins, amino acids, and amides; (5) alkaloids such as atropin in 
belladonna, nicotine in tobacco, caffein in coffee, morphine in poppy, 
quinine in Peruvian bark tree, and many other of our well-known 
drugs; (6) fats and oils as in flax seed and castor beans; (7) resins as 
in conifers; (8) gum resins as in India rubber; (9) vegetable acids such 
as formic in stinging nettles, oxalic mostly in the form of calcium 
oxalate, malic in the apple, and citric in the lemon. It is these various 
materials in the cell sap which give our plants and fruit their definite 
characteristics. It is important that we know how these substances 
are held so that we will not change the characteristics of the fruit to 
‘its detriment. These substances can be varied by our nutrients, and 
we must see that the proper elements are available in sufficient 
quantities. 

Storage cells of plants are living cells. The plant foods travel 
through the circulating system in the simpler forms such as sugar and 
are stored in the more complex form such as starches. The protoplasm 
will not allow them to travel in their storage forms. Sugar travels as 
glucose and fructose, fats as glycerine and fatty acids, and proteins 
travel as amino acids. 

Transpiration, largely regulated by the amount of evaporation 
from the surface of the leaf, is very definitely related to this transpor- 
tation of food and raw elements throughout the plant system. Ref- 
erence to the highly magnified leaf section will show that the leaf 
surface is not smooth but is covered with tiny pores like the skin of 
the body. Most of these pores or stomata, as they are called, occur 
on the lower surface of the leaf. The stomata are simply intercel!ular 
openings each of which is surrounded by two guard cells. These guard 
cells control to a large extent the amount of evaporation from the 
plant: As long as the plant is well supplied with water the guard cells 
remain open. If the plant begins to wilt, the guard cells close and 
thus stop much of the evaporation. Besides evaporation, the stomata 
also regulate the intake of carbon dioxide and the outgo of oxygen 
during photosynthesis, as well as the reverse process, the intake of 
oxygen and the outgo of carbon dioxide in respiration.’ The term 
stomata may include the opening, the guard cells, and the adjacent 
cells surrounding the opening. 
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In this chapter we have attempted only to touch the high spots, 
mentioning briefly some of the processes with which we are concerned 
and how they bear on plant growth. The subject is extremely fasci- 
nating, and should you want to do any amount of experimenting and 
further research into nutrient growing you will probably wish to study 
it more intensely. See the Bibliography, page 127. 


CHAPTER IX 


ESSENTIAL ELEMENTS AND THEIR FUNCTION 
IN GROWTH 


In the nutrient culture of plants we are concerned with fourteen 
essential elements. Although an analysis of a plant would probably 
show many more elements than this, it is doubtful whether all would 
play a definite role in the life of the plant. Many of these elements 
are undoubtedly present simply because they were in the soil and were 
carried into the plant along with others that were essential. The entire 
role played by each element is not known, but some of the important 
functions are. Thirteen of these essential elements are supplied from 
the soil or nutrient solution; the fourteenth is supplied by the carbon 
dioxide of the air. The fourteen elements are nitrogen, phosphorus, 
potassium, magnesium, calcium, sulfur, iron, manganese, zinc, copper, 
boron, hydrogen, oxygen, and carbon. 


Nitrogen enters into the structure of the chlorophyll and the proto- 
plasm of the plant. The protoplasm is the living part of a plant 
cell. Nitrogen is one of the constituents of proteins and amides. 
Amino acids are the intermediate state of the proteins. Proteins 
constitute a large part of the protoplasm. Nitrogen produces an 
abundance of growth and foliage; it slows up the ripening process and 
increases the length of the growing period. Excess of nitrogen pro- 
duces a large weak growth. In the absence of nitrogen the leaves are 
stunted in growth and the foliage is yellow. 


Phosphorus readily migrates from the older parts of the plant to 
the growing tips and the newly forming seeds. It is an important 
constituent of the nucleoproteins and is important in cell division and 
growth. Deficiency of phosphorus allows fats to accumulate in the 
cells, interferes with the transformation of starches into water-soluble 
carbohydrates, and often causes the cell walls to become thickened. 
This retards growth. Phosphorus is found mostly in the cell nuclei 
and especially in fruits and seeds. 


Potassium has a function that is not entirely understood. We do 
know that carbohydrates are formed only in the presence of suffi- 
cient potassium. When potassium is deficient, starch is not manufac- 
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tured and, even though sugar is furnished, proteins will not be formed. 
Plants grown in the absence of potassium produce much less dry 
matter than those in which it is sufficient. Potassium is found largely 
in the growing tips of the plant. There are indications that cells will 
not divide without sufficient amounts of this element. Strange as it 
may seem, growth does not entirely stop, for cell elongation continues, 
but cell division ceases. Potassium can be partly replaced by sodium, 
yet sodium is not an essential element in plant growth. Since potas- 
sium as found in the plant is readily soluble in water, it is apparent that 
this element is present in the form of inorganic compounds and as salts 
of organic acids. Potassium plays an important role in the formation 
of proteins and oils. 


Calcium seems to have an important physiological role. It neu- y 
tralizes acids that might otherwise become injurious in the plant cell.* | 
There is a direct relation between the amount of calcium and the 
amount of nitrogen needed. When a large amount of nitrogen is used, 
& large amount of protein is formed; and when a large amount of 
protein is formed more oxalic and other acids are produced, which in 
turn requires more calcium to neutralize this excess acid. In the ab- 
sence of calcium a large accumulation of starch occurs, and new cell } 
walls are imperfectly formed. Calcium may reduce the toxicity of’ 
other elements such as sodium and magnesium.’ In respect to the 
amount required by the plant, calcium should be placed ahead of phos- 
phorus as an important cell constituent. Calcium has not been con- 
sidered to any great degree in fertilizer practices, mainly because few 
soils are deficient in calcium whereas many soils are deficient in phos- 
phorus. However, in view of the quantity required by the plant, and 
of the speed with which physiological disorders develop from insuffi- 
cient calcium, calcium should be ranked next to potassium and nitrogen 
as an important nutrient. 


Magnesium is present in a plant in much smaller amounts than 
calcium. It is one of the constituents of chlorophyll, and when it is 
lacking there is a definite disturbance of the chlorophyll. If it is defi- 
cient, chlorosis (yellowing of the leaf) occurs. Magnesium acts as a 
carrier of phosphorus; it is found in the growing tips of the plant where 
phosphorus is most abundant. Magnesium is more abundant in the 
seeds and leaves than in the rest of the plant. It-is necessary for the 
formation of vegetable oils. 


. ; ay ae ; ° 
Calcium may cause precipitation of certain organic acids as distinguished 
from neutralization. 
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Sulfur, until very recently, has been underestimated in its value to 
the plant and the amount a plant can absorb. This misapprehension 
was due to the fact that much of the sulfur was lost by ash analysis. 
It is now estimated that a plant uses two-thirds as much sulfur as 
phosphorus, and some crops use even more. It occurs in plants chiefly 
in the form of proteins and sulfates. It is about evenly distributed 
throughout the different parts of the plant—leaves, stem, and roots. 
Sulfur is essential to the formation of proteins, and the higher the 
amount of sulfur in the protein of a certain plant the more sulfur that 
plant will require. Deficiency of sulfur restricts growth by limiting 
the formation of proteins. Sulfur increases root development. Though 
it is not a constituent of chlorophyll, the absence of sulfur will pre- 
vent the formation of chlorophyll. How it acts, no one knows, as yet. 
Little or no starch is formed if sulfur is deficient. Sulfates seem to 
increase the nitrogen content of plants, yet there is no direct rela- 
tionship between sulfur and nitrogen. It is thought that sulfates in- 
crease the bacterial action in soils, thus releasing more nitrogen for 
the plant. 


Tron is necessary for the growth and development of plants; it 
cannot be replaced by any other element. It is universally distributed 
throughout the plant but is hard to detect since it occurs in very small 
quantities and much of it is not water soluble. Plants deprived of iron 
do not produce chlorophyll and both the leaves and stems have a very 
yellowish color and are spoken of as being chlorotic. Strange as it 
may seem, iron is not a constituent of chlorophyll. Plants grown with 
sufficient iron and then suddenly deprived of it become chlorotic only 
on the new leaves, so that there is a marked contrast between the new 
and old foliage. Leaves deprived of iron begin to die at the top 
instead of from the bottom like plants lacking nitrogen, phosphorus, 
or potassium. This indicates that iron is somewhat immobile in plants 
and cannot readily move from one part of the plant to another part. 
Soils having a pH of 7 or above are sometimes deficient in iron because 
the high pH makes the iron less available. The acidity of a solution 
has much to do with the availability of the iron. A pH of 4.5 makes 
iron much more available than a pH of 6.5. (See reference to pH 
testing.) * 


*One of the most serious factors in making iron unavailable is phosphate. 
The phosphate combines with the iron to form a very insoluble ferric phosphate, 
and that is one reason why it is desirable to keep the concentration of the phos- 
phorus salt low in the nutrient solution. 
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Manganese is distributed throughout the entire plant. The amount 
found depends largely upon the amount available; if large quantities 
are available, a greater amount is found in the plant. Manganese is 
found in seeds in about equal amounts with iron. Enough manganese 
is stored up in the seed of some plants to supply them throughout the 
entire growing period. Plants deprived of manganese lack chlorophyll 
development and will not produce seed. Manganese also makes plants 
more resistant to disease. (Gray speck disease of oats is caused by 
manganese deficiency.) It is believed that manganese helps the plant 
to assimilate other elements. Manganese may cause the plant to 
assimilate more calcium, which, in turn, may make the iron unavailable 
and cause a chlorotic condition. 


Boron is necessary for plant growth, but if used in any but the 
smallest quantities it is toxic. Legumes require a larger quantity than 
other crops because boron seems to help in the nitrogen-fixing process. 
Plants that require boron cannot be satisfied with any other element. 
Boron acts in a nutritive way and is necessary throughout the life of 
the plant. If boron is deficient the cells at the growing tip cease to 
divide. The bases of young leaves begin to die after injury, caused by 
a deficiency of this element. 


Zinc is present in plants, but its role is not well known. Plants 
grown in the absence of zinc have all the appearance of plants grown 
in very poor soil. Zinc is a catalyst and speeds up reactions; it should 
be used very carefully. (As little as 1 ppm. may be toxic to some 
plants.) ; 


Carbon, oxygen, and hydrogen enter into all organic compounds in 
the plant and compose more than 95 per cent of its dry weight. The 
carbon is obtained from the air as carbon dioxide. Hydrogen and 
most of the oxygen enter as water, although some oxygen is taken in 
from the air. 


Copper is not so important as iron, but it serves much the same 
purpose. It acts as a catalytic agent. It is a carrier of oxygen and 
helps speed up respiration. 


CHAPTER X 
TESTING NUTRIENT SOLUTIONS 


Much of your success with nutrient-solution culture depends upon 
your accuracy in testing the nutrient solution and in making an occa- 
sional leaf tissue test. The method of colorimetric analysis has been 
perfected to the point where it is extremely accurate as a quantitative 
test for various elements. Although this method will probably never 
take the place of the regular quantitative process of analyzing com- 
pounds, it does adapt itself to a number of procedures where speed of 
analysis is important and absolute accuracy is not necessary. Colori- 
metric analysis is the method used in testing nutrient solutions, and 
the exact procedure has been adapted from the many “quick-test”’ soil 
kits that have been developed. If you are already using a rapid-test 
soil kit in your greenhouse work, the procedure can be adapted to 
solution testing; if you are not using such tests on your greenhouse 
soils we suggest that when you get your solution test kit you use it 
also in testing your soils. 


A SrmpLe LABORATORY 


To take care of testing your solutions properly you should set up a 
small laboratory. It need not be elaborate or take a great deal of 
space. It can be any small room which is well lighted (preferably 
with a good north light), and it should have running water available. 
You should also install a large (150-watt) blue glass electric light to 
use on dark days. This should be placed so that you can make your 
readings in a strong light. A small work table should be constructed, 
of a height to allow the worker to stand. This bench should be 
covered with a good grade of linoleum for ease in keeping it clean. 
At the back edge of this bench, placed so that it does not interfere with 
the light from the window, a small shelf should be built to hold the 
various bottles of chemicals and reagents. Also at a height of 6 feet, 
build a shelf large enough and strong enough to hold a 5-gallon bottle 
of distilled water. By placing the bottle at this height it is easy to 
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siphon the water out with a piece of small rubber tubing which can be 
left permanently attached and closed with an ordinary clamp. 

In addition to the supplies contained in the regular test kit, you 
will need a glass cylinder graduate of 100-cc. capacity, a glass wash 
bottle of 500-cc. capacity, two or three pipettes of 10-cc. capacity 
graduated in cubic centimeters, several test-tube racks, a small white 
porcelain test plate with twelve cavities, several beakers and flasks 
(each about 100-cc. capacity), a number of extra test tubes or small 
vials, several extra funnel tubes, about 5 feet of 14-inch rubber tubing, 
and a small hose clamp. With any of the standard test kits you will 
probably get about a dozen small test tubes and the same number of 
funnel tubes, a small metal spoon for measuring definite quantities of 
powders or soil, a package of small filter papers to use with the funnel 
tubes, one large pipette (10-cc.), and several small bottles of various 
reagents with full directions for use.* These small bottles of reagents 
can be replenished by purchasing larger, more economical sizes and 
refilling the smaller bottles from time to time. As the prepared 
reagents are quite inexpensive, we recommend that you do not try to 
mix your own. 

To mix your own reagents you need an extremely accurate balance 
sensitive to 0.001 gram, a number of different chemicals, and a great 
deal of skill. 

Laboratory Technic. The most important points in laboratory 
technic are discussed next for those who have not had actual experi- 
ence. We cannot emphasize too strongly the value of keeping your 
laboratory clean and the necessity of keeping the test tubes and other 
apparatus absolutely immaculate. Do not allow loose chemicals to be 
scattered about the laboratory. Keep them in closed glass bottles or 
jars at all times. As only very small quantities of solutions are re- 
quired for the tests we recommend, even a small amount too much or a 
few grains of pure chemical will spoil their accuracy. Ordinary tap 
water contains many impurities, and for that reason it should be used 
only in preliminary washing of flasks, test tubes, and pipettes. Each 
instrument should have a final rinsing with distilled water. All 
measuring of quantities should be exact. As an example, in using the 
pipette, the tip of this tube is inserted below the surface of the liquid 
to be measured, suction is applied to the pipette, and the liquid rises 
in the tube. (CauTION: Keep the tip of the pipette below the surface 
of the liquid or you will draw it into your mouth.) You should bring 


* You will find it more convenient to have several small medicine droppers 
graduated in 0.1 cc. than to use the tiny pipette which is often furnished. 
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the level of the liquid to a point about 1 inch above the mark indicating 
the quantity you want to measure and then quickly put the forefinger 
over the upper end of the tube. This will hold the liquid in the tube 
and the pipette can be removed from the solution. By releasing the 
pressure with the forefinger the liquid will flow out of the pipette as 
slowly as one drop at a time. You will notice that the surface of the 
liquid in the tube is concave, and the reading should be taken at the 
bottom of this curve, to be accurate. A small amount of liquid will 
remain in the constricted tip of the tube, but the graduations are so 
marked that, when all the liquid that will run out naturally without 
blowing into or shaking the pipette has drained from the tube, you 
will have a full measure. 


GENERAL LABORATORY DIRECTIONS 


The following general directions for manipulation should be closely 
followed: 


1. Every bottle should have a definite place on the side shelf and should 
be kept in its place. 

2. Use the exact amount of material specified. 

3. If you spill some chemical or reagent, do not try to return it to the 
bottle, as you might contaminate the remainder. Throw it away. 

4. When you remove the stopper of a reagent bottle, do not lay it on 
the bench. Hold it between the first and second fingers, and, when you are 
through using it, replace it immediately in the proper bottle. 

5. Each time you measure a liquid with the pipette, rinse it with distilled 
water before measuring a different liquid. 

6. Before you put a reagent or solution into the test tube, rinse the tube 
with distilled water, and shake out the excess water. 

7. One of the tests calls for the use of a clean tin stirring rod. Before 
using this tin rod, scrape it thoroughly with a knife so that it is absolutely 
clean and shiny. Do not use it to stir more than two or three solutions with- 
out again scraping it to give it a shiny surface. 

8. Some of the tests call for cork stoppers in the tubes so that the solution 
can be shaken to get thorough distribution of the reagent and to hurry the 
reaction. Always wash these corks before using them, and rinse with dis- 
tilled water. ‘ 

9. One of the tests calls for examination of the tested solution by looking 
through it at light and heavy black lines. This must be done in a strong 
light to get accurate results. The intensity of this light should be uniform at 
all times. Always use a bulb of the same wattage and have it at the same 
distance from your work. 

10. When you finish with your testing, wash everything thoroughly with 
tap water, using a test-tube brush on the small vials if necessary. Then put 
everything away perfectly clean and in its proper place. 
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Rapip-Test Kits 


A great many rapid-test kits designed to test soils in the laboratory 
and in the field are on the market. We know of no kit that has been 
designed primarily for testing nutrient solutions, but almost any one 
of the soil kits can be adapted to the purpose. We have used several 
different kits and have finally adopted a testing procedure which we 
believe incorporates the best features and most accurate tests of these 
various kits. As stated above, though it is possible for the grower to 
prepare his own reagents, we believe it to be more practical to pur- 
chase them ready for use.* Nevertheless, we give you below the 
method of preparing some of these reagent solutions for those who 
want to try making their own. 

Although we acknowledge that there are many good test kits, we 
prefer the Purdue nitrate test for leaf tissue and the Purdue acidity 
tests for determining the relative acidity of the solution. In making 
tests of the solution for potassium, nitrogen, magnesium, and phos- 
phorus, we use the Urbana Laboratory Kit. We think this selection of 
tests much simpler to run, and we find that they are highly accurate. 
Directions for preparing the reagents used in making what we will call 
the Purdue acidity test and the Purdue nitrate test are given below. 
The first three reagents are used in the acidity test and give very satis- 
factory results if the acidity range is between pH 3.8 and pH 7.5, which 
is sufficient for our purpose. Relative acidity or alkalinity may be 
designated in this way. If the solution shows a pH 8-9 it is medium 
alkaline. If it shows pH 7-8 it is slightly alkaline, and if it shows 
pH 7 it is neutral. Likewise, pH 6-7 indicates a slightly acid solution, 
pH 5-6 a medium acid solution, and pH 4-5 a very acid solution. So- 
lutions more acid than pH 4 or more alkaline than pH 9 usually are 
not suitable for crop production. If you are making your pH tests 
regularly there will be no reason to let the solution reach such dan- 
gerous points. Correct it by adding an acid or lye as necessary, as 
soon as the pH is out of line. 


REAGENTS FoR TESTING RELATIVE ACIDITY 


Indicator 1. Dissolve 0.04 gram of bromothymol blue powder in 
5 ec. of 95 per cent ethyl alcohol; add 95 ce. of distilled water. Using 
a 0.2 normal solution of sodium hydroxide, add it drop by drop until 

*The acidity reagents may be purchased from the Agronomy Department, 
Purdue University, Lafayette, Indiana, or the LaMotte Chemical Company, Balti- 
more, Maryland. 
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the color of this solution becomes a yellowish green (indicating an 
acidity of pH 6.6). The reagent is now ready for use and has a range 
effective from pH 5.8 to 7.5. Its use will be explained later. 

Indicator 2. Dissolve 0.04 gram of bromocresol green powder in 
5 cc. of 95 per cent ethyl alcohol; add 95 cc. of distilled water. In the 
same way as above, add 0.2 normal solution of sodium hydroxide drop 
by drop until the color of this indicator is brought to a yellowish green 
(indicating an acidity of pH 4.6). This indicator has an effective 
range from pH 3.8 to 5.5. 

Special Indicator. Dissolve 0.04 gram of chlorophenol red in 5 ce. 
of 95 per cent ethyl alcohol; add 95 ce. of distilled water. Adjust it in 
the same way, adding 0.2 normal solution of sodium hydroxide drop 
by drop until the color becomes a reddish orange (indicating an acidity 
of pH 5.6). The range of this indicator is pH 4.8 to 6.2. 

When these reagents are bought ready prepared, a color chart ac- 
companies them which enables you to check accurately until you have 
the various colors thoroughly established in your mind. 

To test the acidity of the nutrient solution, use the white porcelain 
‘test plate. Put a few drops of the solution to be tested in three of 
these depressions. To one of them add one or two drops of indicator 1, 
to another add one or two drops of indicator 2, and to the third add one 
or two drops of the special indicator. If indicator 1 gives a distinct 
blue color it indicates that the solution is pH 7.4 or above. If the color is 
bluish-green the pH is 7.0, if the color is yellowish-green the pH is 6.6, 
if the color is greenish-yellow the pH is 6.2, and if the color is bright 
yellow the pH is 5.8 or below. 

If we got a bright yellow color with indicator 1, then we refer to 
the test with indicator 2 and find that a distinct blue color indicates a 
pH of 5.4 or above. A bluish-green color indicates a pH of 5.0, 
yellowish-green indicates pH 4.6, a greenish-yellow pH 4.2, and a 
bright yellow pH 3.8 or less. Since we do not want the solution to be 
lower than pH 3.8 we do not need .to carry this test lower but simply 
adjust the acidity so that it is at the right point. 

If with our first test using indicator 1 we find that the PH falls 
somewhere beween 5.0 and 6.0 and wish to get the reading more accu- 
rately we refer to the test using the special indicator.* If with this 
indicator the color is a distinct red, the PH is 6.1 or above. A reddish- 
orange color indicates pH 5.8, an orange color indicates pH 5.5, a 
yellowish-orange pH 5.2, and a distinct yellow pH 4.9 or below. Other 


*It is not necessary to check the acidity as accurately as is done with the 
special indicator, so we seldom use it. 
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colorimetric tests are available which cover a greater range of acidity 
but these three are sufficient for our purpose. If you find that the 
nutrient solution is too acid, correct it by adding carefully a little lve 
to the tank and again testing until you have the acidity right. If the 
solution is too alkaline, add a little sulfuric acid slowly to the tank 
until the acidity is correct. After correcting the acidity stir the solu- 
tion thoroughly and then retest to be sure it is right. 


REAGENT FOR NITRATE Test (PURDUE) 


Reagent 1. Dissolve 1 gram of diphenylamine in 100 ce. of con- 
centrated sulfuric acid. This solution is very corrosive. (It should be 
kept in a glass-stoppered bottle. Avoid getting it on clothes or hands.) 
If this reagent has turned pink or blue by aging it should be discarded 
as it is then no good for testing. 

We prefer this test for determining nitrogen fixation in foliage. We 
are not particularly concerned with the amount of nitrogen as we do 
not want any to appear in the test. To make the foliage test we again 
use the white porcelain test plate. (Wash plate thoroughly and rinse 
with distilled water.) Scrape or crush the petiole of a young leaf, 
getting some of the bruised tissue into the depression. Add a drop or 
two of the above reagent. A light blue color indicates that nitrogen is 
being stored in the leaf; a dark blue color indicates that a great deal 
of nitrogen is being stored. Nitrogen should never be present in rose 
foliage, and if it is found the solution contains too much nitrogen. It 
is not very practical to try to remove this excess nitrogen from the solu- 
tion, so we adjust it by being careful not to add any salt supplying 
nitrogen until the solution has been further depleted. An excess of 
nitrogen can be counteracted by increasing the concentration of potas- 
sium as shown on the nitrogen-potassium chart. Carnation foliage 
will always give a nitrogen test, but this apparently is not important. 

For making the other solution tests we prefer the kit sold by the 
Urbana Laboratories. This kit has a very accurate nitrogen test. 
Most of the tests give practically quantitative results. The set was 
primarily designed for testing soils, but Professor Bray and Dr. Whit- 
ing have worked out a procedure especially for inclusion in this book 
which adapts all the technic to accurate testing of nutrient solutions. 
It is possible that a similar procedure could be applied to other test 
kits which you might prefer to use. All nutrient solutions contain a 
much higher concentration of nutrient salts than you will find in ordi- 
nary soils, and for that reason the nutrient solution must be diluted a 
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great deal in order to bring the concentration within the reading range 
of the methods used and secure an accurate reading. All the reagents 
in this test kit have trade names which indicate the use for which they 
are intended. If you purchase this test kit you receive specific instruc- 
tions for testing soils, but we are not repeating those directions here 
since we are interested in nutrient solutions. One important point to 
remember in the summer is that when testing the solution for potassium 
both the reagent and the solution should be lower than 90° F. If the 
room in which you are testing is warmer than this, cool the reagent and 
the solution by running cool tap water over the outside of the tubes 
or bottles. 


URBANA LABORATORIES TESTS 


- The greenhouse and soil tests, prepared by the Urbana Labora- 
tories, Urbana, Illinois, can be used to determine the concentration of 
and to adjust the important plant food elements in tank culture solu- 
tions. The procedure is, in each case, to test the solution after it has 
been used by the plants, at intervals of once a week or oftener for 
certain elements (we test twice a week), ‘or at longer intervals for 
those elements used less rapidly by the plants. The tests will give an 
approximately correct value in parts per million ( ppm.) of the ele- 
ment in question. The difference between the parts per million (ppm.) 
found in the used culture solution and the parts per million originally 
present is the amount in parts per million which must be added to 
restore the solution to its original strength. The tests as presented 
here serve as guides for controlling the concentration of culture solu- 
tions in coarse gravel and in cinders. These same tests and others 
available from the Urbana Laboratories are valuable for use on green- 
house soils. We usually test for nitrogen, potassium, and phosphorus 
twice a week and for magnesium only once every week or two. We 
seldom test for calcium as we know we have enough because we supply 
both nitrogen and phosphorus by means of calcium salts. We test for 
iron twice a week just as a check but add iron by sprinkling on the 
benches as explained before, regardless of whether we get a test for 
| iron. Roses particularly seem to need a great deal of iron in small 

quantities added frequently. If you are having any difficulties you 
may find it advisable to test your solution more often. 

When you prepared your original nutrient solution for the tanks, 

we told you to put aside in a gallon bottle : 


some of this solution as you 
know exactly the concentration of the va 


rious salts you incorporated 
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in that solution. Let us take for example a typical solution such as you 
might start with in the summer. 


Salt Used Element PPM. 
RUN eke cate Cee N 450 
Sas Soi ls. K 100 
CaH,4(POx,) De witintey isha es fo r 70 
DIGS eaiiee sia pot hee s Mg 60 


As this solution has not been used by the plants the concentration re- 
mains constant and by using it in proper dilution we always have a 
check test to compare with the depleted solution we are testing. Thus 
we know approximately how much of each salt should be added to 
bring the used solution to the proper concentration. The terms “origi- 
nal solution,” “standard solution,” and “unused solution” refer to the 
solution used to fill the tank for the first time. The terms “depleted 
solution” and “used solution” refer to the solution after it has been 
fed to the plants. 


REAGENTS FOR NITRATE TEsT (URBANA LABORATORIES) 


Mor-Les-Nitrate Reagent 1 (Powder) 
Mor-Les-Nitrate Reagent 2 
Mor-Les-Nitrate Reagent 3 

The sensitivity of the nitrate test makes it necessary to dilute the 
culture solution unless most of the nitrates have been used from the 
solution by the plant. If you have an approximate idea of the parts 
per million remaining in the solution, the dilutions listed below will 
tell you how to prepare your solution for testing. If you do not know 
the approximate concentration you will have to try several different 
dilutions until you arrive at an approximate test corresponding to the 
color test shown by your standard solution. 

How to Make the Test. If the culture solution after its use by the 
plants contains approximately the amount shown in the first column, 
dilute it the number of times shown in the second column by the 
method shown in the third column. 


Times to 
PPM. Dilute Procedure 
50 10 To 1 ce. solution add distilled water to make 10 cc. 
100 20 To 1 ce. solution add distilled water to make 20 ce. 
200 40 To 1 ce. solution add distilled water to make 40 ce. 
400 80 To 1 ce. solution add distilled water to make 80 cc. 


If when making the test the above dilutions show too deep a color 
(the color should be pink, not deep red), a greater dilution should be 
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used. To perform the nitrate test, put 1 cc. of this diluted solution in 
one of the small flat-bottom test tubes, add 1 small spoonful of re- 
agent 1 (powder), then add enough reagent 2 to fill the vial about 
three-quarters full, insert a clean cork and shake for about 15 or 20 
seconds, remove cork, and add 1 ce. of reagent 3. The pink color will 
begin to develop immediately. Compare this color with those shown 
on the nitrate color chart to find the pounds per acre. The soil test 
reading chart can be changed from pounds per acre to parts per million 
by the following table: 


Color of solution Parts per million 
corresponds to color (ppm.) of nitrogen 
on chart showing: in the diluted solution: 
10.]b.: per'actavc) ieee eee aes 1 ppm. 
20 ib: Der: ACkOrs.. wees ce a ee 3 ppm. 
30 1b. Her A0hGc 56, ih oa eae eh eee 5 ppm. 
40 Ibi per Bere ack ak cea ee eee 7 ppm. 


Intermediate colors not 
shown on chart: 


1S be per RerG ss eee aos ce oe 2 ppm. 
25.lb. DElAclG ss tine saute sain eee ey 4 ppm. 


If a 30 lb. per acre reading is obtained, then there are 5 ppm. of 
nitrogen in the diluted solution, and if you diluted the solution 10 
times, multiply this reading of 5 ppm. by 10, which gives 50 ppm. of 
nitrogen in the used solution before diluting. If a reading of 5 ppm. 
is obtained and you diluted the solution 20 times before testing, then 
multiply 5 ppm. by 20 and you have 100 ppm. of nitrogen in the used 
solution before diluting. 

Suppose you find from this test that your solution in the tank has 
100 ppm. of nitrogen and at the time of year you are testing it should 
have 250 ppm. By referring to the table which you previously made 
showing the number of grams of each salt to add to the tank to make 
1 ppm. you can determine the number of grams’ to add to the tank to 
make up this deficiency of 150 ppm. by multiplying the number of 
grams shown in the table by 150. (The table referred to throughout 
this chapter in determining the amount of salts to add is the table 
which you calculate showing the number of grams required to give 
1 ppm. An example of such a table is shown on page 55, and blank 
pages for recording such a table for each of your tanks are supplied at 
the end of the book.) Make a notation of this amount of nitrogen salt 
to be added, and continue testing for the other elements. Then weigh 
all your chemicals and add them at one time. 
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Another method of running the nitrate test, and one which we 
prefer, uses the standard solution as a check test. Dilute the standard 
solution as follows. (Caution: In making all your tests be sure to 
rinse pipette, graduate, and all other instruments with distilled water 
before using them with a different solution or reagent. Absolute 
cleanliness is necessary.) With the pipette measure 1 cc. of the unused 
solution (the bettle of solution you put aside when you originally filled 
the tank) and put it in the 100-cc. graduate; add enough distilled 
water to make 80 cc. of dilute solution. (This dilutes the original solu- 
tion 80 times.) 

Rinse the pipette; measure 1 cc. of this diluted solution, and put it 
in one of the small flat-bottomed vials. Pour the remainder of the 
diluted solution out of the graduate, rinse it, and prepare a second 
specimen diluting 1 cc. of the unused solution 40 times by adding 
enough water to make 40 cc. Take 1 ce. of this diluted solution and 
put it in a second small vial. Prepare a third specimen by diluting 
1 ec. of the unused solution 20 times, and then put 1 cc. of this diluted 
solution in a small vial. You now have three specimens of this original 
unused solution and should perform the nitrate test on each of them . 
as before. This will give you three different intensities of color be- 

“cause there are three different concentrations of nitrogen in the three 
specimens. 

You are now ready to work with the solution which has been used 
by the plants. Prepare a dilute specimen of this solution in the same 
manner as above, using 1 cc. and diluting 20 times by adding enough 
water to make 20 cc. Using 1 ce. of this dilute solution, perform the 
nitrate test in the usual way. The color which develops should be 
lighter than one of the three tests of the diluted unused solution, and 
that one should be selected for comparison. | 

The next step is to build up the concentration of the used solution 
until it exactly matches the color of your selected specimen. Since 
you diluted 1 ce. of this used solution to 20 cc. and the color developed 
is lighter than the selected specimen, this indicates that there are fewer 
parts per million in the used solution than in the diluted unused solu- 
tion. Therefore we build up the concentration of this used solution by 
using more than 1 cc. in our test. We now try 1.2 ce. diluted to 20 ce. 
and perform the test. If this still is too light we try again, using 1.3 ce. 
diluted to 20 cc.; or if it was too dark we try 1.1 ce. diluted to 20 ce. 
Let us assume that the trial with 1.3 cc. diluted to 20 cc. and tested 
did match the selected specimen as to color. We know from our for- 
mula that the original unused solution had 450 ppm. of nitrogen. 
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Then if our used solution diluted 1 to 20 matched with the unused so- 
lution diluted 1 to 80, we divide this original 450 ppm. by 4, or if it 
matched with the 1 to 40 dilution which is twice the dilution of the 
used solution we divide by 2, or if it matched with the 1 to 20 dilution 
we use the 450 ppm. in our calculation because the two solutions we 
are comparing are of the same dilution. If in our test it required 1.3 ce. 
diluted to 20 cc. to match the standard solution diluted 1 to 40, we 
make this calculation to find the parts per million in the used tank 
solution. 


1.3 ec. used 
1 ce. of original solution has known ppm. _ solution unknown ppm. 
Dilution of original solution ~ Dilution of used 
solution 
Substituting: 
450 _ 1.32 
40 ~ 20 
Simplifying: 


(40 X 1.3) = 52x = 9,000 = (450 X 20) 
x= 173 


Solving for x, we find that there are 173 ppm. in our used tank 
solution. If at this time of year we want to carry 200 ppm. in the 
tank solution, there is a deficiency of 27 ppm. (200 — 173 = 27). Re- 
ferring to the table showing the number of grams of calcium nitrate to 
add to the tank for 1 ppm. we multiply that number of grams by 27 
and add it to the tank. 

As you become familiar with testing solutions you will soon learn 
by the color developed in the used solution approximately how many 
parts per million are deficient and you will be able to omit some of 
these steps. 


REAGENT FoR PHospHorus Test (URBANA LABORATORIES ) 
Hi-Lo-Fosfate Solution H 
Phosphate color chart 
Tin rod 


To test the solution for phosphorus we take a portion of the original 
solution used in the tank as a standard. Dilute this standard, if the 
culture solution is being maintained around 80 ppm. of phosphorus, by 
diluting 4 ec. of this original unused solution to 80 cc. with distilled 
water. Measure out 1 ce. of this diluted solution to use as a check 
test; add 1 ec. of Hi-Lo-Fosfate Solution H, and stir with the tin rod 
The blue color obtained should be about the same as between thee 
medium to high range on the phosphate color chart. To test the used 
solution, take 4 cc. of the solution which the plant has used and dilute 
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to 40 cc. Measure out 1 cc. of this diluted solution, and add 1 ce. of 
Hi-Lo-Fosfate Solution H. Develop the color by stirring with the tin 
rod. Compare this color with that developed in the diluted unused 
solution. If the color developed in the used solution specimen is darker 
than the check test specimen, then more than half of the original amount 
of phosphorus remains in the used solution; if the color is lighter than 
the check test specimen, then more than half of the phosphorus has 
been used by the plants. Usually the color developed in the used solu- 
tion specimen will be darker than that developed in the check test 
specimen. Continue to dilute the used solution specimen until its color 
matches the color of the check test specimen. (This color should be 
the medium plus shown on the color chart.) 

The following table indicates the calculation to determine the parts 
per million in the used solution: 


If 4 ce. of used solution diluted to 100 ce. gives medium plus color, then the 
solution contains 100 ppm. 

If 4 ec. of used solution diluted to 50 cc. gives medium plus color, then the 
solution contains 50 ppm. 

If 4 cc. of used solution diluted to 25 cc. gives medium plus color, then the 
solution contains 25 ppm. 


From the above you will notice that the number of cubic centimefers 
of distilled water necessary to bring the color to the same value as the 
check test specimen or to medium plus on the color chart also indicates 
the number of parts per million of phosphorus remaining in the used 
solution. If the test shows that the solution after being used by the 
plants contains 40 ppm. and it should have 70 ppm., the difference or 
30 ppm. can be made up by referring to the table and calculating the 
number of grams to add in the same way as with the nitrate test. 
Whatever number of parts per million at which you carry your phos- 
phorus indicates the dilution for your check test specimen, and the 
used solution specimen should be diluted to give twice this concen- 
tration by diluting it only half as much as the check test specimen; i.e., 
if you are carrying 70 ppm. of phosphorus in your tank solution then 
dilute 4 ec. of the standard solution to 70 cc. and dilute 4 cc. of the 
used solution to 35 ce., or if you are carrying 100 ppm. of phosphorus 
in the tank solution then dilute 4 cc. of the standard solution to 100 ce. 
and dilute 4 cc. of the used solution to 50 ce. 


REAGENT For PorasH Test (URBANA LABORATORIES) 
Lac-Hi-Potash Reagent B 
Lac-Hi-Potash Reagent C 
Scale for potassium test 
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If ammonium salts have been used to supply nitrogen in the solu- 
tion culture, the potash test will not give an exact value until the am- 
monia has been converted to nitrates. It is for this reason that we 
prefer to use some other salt such as calcium nitrate, Ca(NO3)o, to 
furnish the nitrogen as this cannot possibly cause any interference 
with the potassium test. 

We do not use a standard solution in testing for potassium but 
simply develop the test with the solution that has been used by the 
plants. It is important to follow carefully the procedure as given. 
With this test we use the small medicine droppers that are marked in 
0.1 cc. because we use very small quantities of reagent and tested 
solution. First measure with the pipette 1 cc. of the solution that has 
been used by the plants, and place it in one of the small flat-bottom 
test vials. To this add 3 drops of Lac-Hi-Potash Reagent B (add 4 
drops if the reagent is more than three months old). Add this reagent 
very gently with one of the medicine droppers, rotating the vial or 
shaking it slightly to mix the solutions. Then carefully add 1.cc. of 
Lac-Hi-Potash Reagent C, making sure that it is allowed to trickle 
slowly down the side of the inclined vial drop by drop so that very 
little mixing takes place. If this is done carefully the two liquids 
should be separated by a ring. Next shake the vial very gently by 
rotating so that the two liquids mix slowly and thoroughly, and you 
will find that a fine precipitate forms. Next take a perfectly clean 
flat-bottom vial and hold it 1 cm. (about half an inch) above the 
black lines on the test chart, having a strong light from a north window 
or a 150-watt light placed within a foot of the tube as a source of 
light. Once you become accustomed to a certain intensity of light 
always use the same kind. By means of the medicine dropper cali- 
brated in 0.1 cc. measure the suspension of developed precipitate into 
the vial until the thin lines are just obscured. Check this by moving 
the vial over the heavy dark lines. They should be readily visible. 

You should fix the focus of the eye on the chart and not on the top 
of the solution. Without changing the focus of the eye, move the tube 
back over the thin lines and see if they are still obscured. If not, add 
a drop more and again check. Do this until the thin lines are ob- 
scured and yet the heavy lines are still visible. It should require at 
least 1 cc. of the turbid solution to obscure the thin lines; if it does not, 
this indicates that the potassium is too concentrated in the testing 
specimen so we must dilute the solution more. When less than 1 ee. 
of precipitate is required to obscure the thin lines, the test should be 
run again, using 1 cc. of the used solution diluted with 1 ce. of dis- 
tilled water. Take 1 ce. of this mixture and run the test carefully 
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as before. The precipitate this time should be much lighter, and it 
should require at least 1 cc. to obscure the thin lines. Assuming that 
it took 1.6 cc. of precipitate to obscure the lines, we refer to the table 
below and read directly the parts per million of potassium in the solu- 
tion. If the solution has been diluted one-half, be sure to multiply 
the results by 2 to make up for this dilution. In this table we show in 
the third column the pounds of potassium per acre in case you want to 
use the test kit on your greenhouse soils. 


CC. of Precipi- PPM. of Potas- Pounds per 


tate to Obscure sium in Used Acre of 
Lines Solution Potassium 
1 OX 0 Nie a i ae TOG Ssh ee 300 
i bar 68 270 
ES eg Ee Gamat. ete os 250 
1.3 57 230 
j Neola gh a Debra antes hee 213 
5 50 200 
; EA Oa ae eee ee CG ae pardel rele oe 184 
Lae 44 176 
NO eater Lu: AD ok Givens cout 168 
1.9 40 160 
PA er re ee Ae ery ee 150 
2.1 36 144 
De ee ee oe he | a, Sree pergiod 
2:6 33 132 
2 ys «a ) en aes 126 
2:5 30 120 
A OR ahs Se a ae DOR Bessa weak aa 116 
ef 28 111 
Ee EE Te AAs x Dee ea haa eee ee 105 
2.9 25 100 
BS: Ogtiias seb x vised Se it ea 96 
3.5 19 75 
AO rea ow ns o: it Racer tee ot 60 
4.5 . 12 50 


If we find, after making any calculations to correct for dilution of 
the solution, that there are only 46 ppm. of potassium and we need 
70 ppm., the deficiency of 24 ppm. is made up by adding the number 
of grams of the potassium salt found by referring to the table we com- 
piled when we mixed our solution. This table shows the number of 
grams needed to supply 1 ppm., and this, multiplied by 24, indicates 
the amount to add to the tank. 

ReAGeNTs For Catcium Test (URBANA LABORATORIES) 


Calcium Reagent A 
Scale same as used for potassium test 
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As stated before, we seldom test for calcium as we know there is 
enough since we supply both nitrogen and phosphorus by means of 
calcium salts. Plants will stand as much as 3,000 ppm. of calcium, 
and it would be unusual if you ever had that much. However, we 
give below the method of testing for calcium in case you want to use it. 

Measure in the pipette 2 ec. of the solution that has been used by 
the plants and put it in one of the small flat-bottom vials. Add 2 ee. 
of calcium reagent A, let stand 1 minute, and then immediately read 
the turbidity in the same way the potassium test is read, i.e., by taking 
a clean flat-bottom vial, using the dropper calibrated in 0.1 ec., drop 
in enough to obscure the thin lines but not the heavy lines. Note how 
many 0.1 ec. were required, and read the parts per million direct from 
the chart below. (If the solution has more than 1,500 ppm. it must be 
diluted to bring it within the range of this turbidity chart.) 


CC. Necessary PPM. of Cal- CC. Necessary PPM. of Cal- 
to Obscure cium in the to Obscure cium in the 
Thin Lines Solution Thin Lines Solution 

Dita ing hi eas ae 1,500 Re le oe canal thie a 250 
0.6 1,000 2.0 200 
UES Pali: Soden gm rae gen eran! 600 Ae oe oe ee 160 
0.8 450 3.0 130 
Re eet vos Rte tee 380 DOD Reais tee eee 110 
1.0 320 


If you should find that your solution does need more calcium, again 
calculate the deficiency, refer to the table showing the number of grams 
to make 1 ppm., and add the correct amount to the tank. 


Macnesium Test Reacents (UrBANA LABORATORIES) 
Magnesium Reagent 1 
Magnesium Reagent 2 


To make the magnesium test we usually take a standard solution 
as a check test. Take 1 cc. of the original stock tank solution. Add 
1 drop of magnesium reagent 1; add 1 drop of magnesium reagent 2. 
Next take 1 cc. of the solution which has been used by the plants and 
develop the test in the same way, adding a drop of each reagent. If 
the standard solution gives a test much darker than the used solution 
test, determine the amount of magnesium to add by diluting the stand- 
ard solution to various concentrations and testing until the same color 
is reached in the standard solution that we have in the used solution. 
Then, on the basis of percentage of dilution, determine the amount of 
the magnesium salt to add. For example, if to make the colors match 
we had to dilute as shown below, then the percentage of magnesium 
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shown has been used from the solution by the plants. Colors match 
when: 


1 cc. unused solution plus 1 ce. distilled water shows 42 magnesium has been 


used ; 
1 cc. unused solution plus ¥% ce. distilled water shows 14 magnesium has been 


used 
1 cc. unused solution plus 2 ce. distilled water shows 24 magnesium has been 


used 
1 cc. unused solution plus 3 cc. distilled water shows 34 magnesium has been 


used 
1 cc. unused solution plus 4 cc. distilled water shows 44 magnesium has been 


used 


Refer to the table we made up when we first filled the tank, and 
add the number of grams necessary to bring the concentration back to 
the original strength. Unless there is a great difference between the 
color developed in the used solution and the color developed in the 
original stock solution, we do not go to the trouble of calculating the 
exact amount of magnesium. We ordinarily assume that, if the solu- 
tion which has been used by the plants when tested shows a slight blue 
or purple color or a blue precipitate, enough magnesium is present in 
the solution. If at the same time a slight pink color is present there 
is not too much magnesium in the solution. (This test is not sensitive 
enough for less than 10-15 ppm.) 


REAGENTS FOR THE IRon Test (URBANA LaBoRATORIES) 
Ammonium Thiocyanate, 20% Solution 
Hydrochloric Acid Diluted 1-1 with Distilled Water 


To test for iron, measure 10 cc. of the solution to be tested, add 
0.5 ce. of 1-1 HCl (hydrochloric acid), add 0.5 cc. of the ammonium 
thiocyanate (NH,4SCN), and check with a known standard. This test 
gives a pink to reddish color, depending upon the amount of iron 
present in the solution. If any color shows it probably indicates that 
enough iron is present, but in any event we always add iron direct to 
the benches as explained in Chapter VII as we find that if the plants 
are showing iron deficiency they need small quantities of iron at fre- 
quent intervals. 


Fouiace TEstinG 


Leaf testing is important to verify certain deficiency symptoms or 
excesses that may be present. We explained a simple leaf tissue test 
for nitrogen, but to test for phosphorus or potassium the procedure is 
different. Phosphorus and potassium should always be present in 


FOLIAGE TESTING 105 


large quantities in the leaves. To test for these elements in the young 
foliage or shoots, crush a few young leaves or other young plant parts 
thoroughly until they are well bruised and the juice shows clearly. 
Prepare a funnel tube by folding a small filter paper and inserting it in 
the top of the funnel tube. Place these crushed leaves in a test tube, 
and pour 10 cc. of reagent G, on them. Then filter the liquid into 
another test tube. Take 1 cc. of this filtrate and develop the phos- 
phate test in the same manner as you did when using the tank solution. 
Take another sample of the filtrate (1 cc.) and develop the potash 
test, substituting the filtrate for the tank solution. These tests will 
tell you whether there is a quantity of phosphorus and potassium in 
the leaves. These elements should always be present. 

The details we have given for making these tests may seem long 
and complicated as you read them. However, once you are familiar 
with the procedure, you will find that you do it almost aytomatically 
and that you can test solutions from several tanks in about 30 or 
40 minutes. 

As a final reminder, keep your testing equipment absolutely clean, 
measure accurately, follow instructions carefully, and remember that 
your success with nutrients depends largely upon the accuracy of 
your testing. Therefore it is essential that you have the best testing 
equipment that money can buy and that you learn to use it. You 
will find that it is quite simple once you become familiar with the 
various operations. Be sure to keep a record of your tests and any 
changes you make in your solution. This will help you the following 
year as you will be able to tell in advance just what changes in the 
formula will be needed at each period of the year. 


CHAPTER XI 
DIAGNOSING DEFICIENCY SYMPTOMS 


The experienced commercial grower of greenhouse crops has learned 
over a long period of years how to tell from the condition of his plants 
just what they may need to give a maximum crop. This knowledge 
has been gained frequently through trial and error and at the expense 
of time and profits. Many growers guard this knowledge as a valuable 
trade secret. In the past the successful grower has been distinguished 
by the accuracy with which he recognizes difficulties and corrects them. 
Today, however, such valuable experimental work has been done by 
various investigators under reliably controlled conditions that this 
knowledge is available to anyone who will take the trouble to learn. 
Furthermore, research work has given an even better understanding of 
why plants have certain difficulties and what may best be done to cor- 
rect them. Heretofore the grower knew that at a certain time of year 
his crop usually needed a mulch of manure. He did not always know 
why it needed this mulch or just what the mulch did for his crop. 
These accurate experiments have shed a great deal of light on the 
subject, and they are particularly helpful in nutrient-culture work. 

These same symptoms that the grower of soil crops observed and 
acted upon apply to nutrient culture. The main difference is that we 
can use corrective measures that react much more quickly with nu- 
trients than with soil and if weather or other conditions change rapidly 
we can readjust our solution almost instantly whereas with soil cul- 
ture the process is much more expensive and the period of adjustment 
might take several weeks. 

With the knowledge gained in the last chapter on testing the nu- 
trient solution, we can tell a great deal about how our crop is pro- 
gressing. This, together with the information given in this chapter on 
deficiency symptoms, will enable us to regulate scientifically the 
growth and productiveness of our plants. 


DicHotomous Kry 


It is very important that one learn to recognize nutrient deficiencies 
and excesses in the nutrient solution. By very careful observation, 
one can soon learn from the appearance of the crop just what ele- 
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ments need to be increased or decreased. One of the finest articles 
on this subject appeared under the name of L. C. Chadwick of Ohio 
State University, in the June, 1938, Bulletin published by Roses, Incor- 
porated. With only minor changes in the numbering of his outline, 
we give you the article below: 


Key to DEFIcIENcy Symptoms 


Plants showing decreased growth, general on whole plant or 
localized. Insects and diseases absent. 


I. Effects general on whole plant or localized on older, lower leaves. 
A. Effects usually general on whole plant, although often mani- 
fested by yellowing and dying of older leaves. 


1. Foliage light green. Growth stunted, stalks slender, and 
very few new breaks. Leaves small, lower ones lighter 
yellow than upper. Yellowing followed by a drying to a 
light brown color, usually very little dropping. 


This shows a deficiency of nitrogen. 


2. Foliage dark green. Delayed growth. Lower leaves 
sometimes yellow between veins but more often showing 
a tendency to develop a purplish coloration on the petiole. 
Leaves dropping early. 


This shows a deficiency of phosphorus. 


B. Effects usually local on older, lower leaves. 

1. Lower leaves mottled, usually with necrotic spots near 
tips and margins. Yellowing begins at margin and con- 
tinues toward the center. Margins later become brown 
and curve under, and the older leaves drop off. 


This shows a deficiency of potassium. 


2. Lower leaves chlorotic (yellow) but usually show no spot- 
ting until later stages. Chlorosis begins at the leaf tip and 
progresses downward and inward, along the margins and 
between the veins. Leaf margins may curve upward or 
develop a puckering effect. (Seldom any deficiency in 
soils testing pH 5.5 or above.) 


This shows a deficiency of magnesium. 


Il. Effects localized on new leaves. 
A. Terminal bud remaining alive. 
1. Leaves chlorotic (yellow) between the veins; veins re- 
main green. 
a. Necrotic spots usually absent. Extreme cases show 
drying of the margins of leaves and even die-back of 
the branches. 


This shows deficiency of iron, 
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b. Necrotic spots usually present and scattered over the 
leaf surface. Checkered effect produced by small veins 
remaining green. Leaves shed. Young leaves may be 
etiolated. .Poor bloom and weak growth. 


This shows deficiency of manganese. 


2. Leaves light green, veins lighter than adjoining interveinal 
areas. Some necrotic spots appear. Little or no drying 
of older leaves. 

This shows a deficiency of sulfur. 


B. Terminal bud usually dies. 
1. Breakdown at tip and margin of young leaves. Young 
leaves often definitely hooked at tip. 


This shows a deficiency of calcium. 


2. Breakdown at base of young leaves. Stems and petioles 
brittle. 
This shows a deficiency of boron. 


You will notice that the manner in which this table is made up 
requires only that you make a choice between two readily distinguish- 
able symptoms and so leads you very directly to the answer to what 
is wrong. 

DESCRIPTIVE Krys 


Another very fine article on this subject of deficiency symptoms 
was written by Arnold Wagner of Ohio State University. His findings 
are given below: 


Nitrogen deficiency. 
1. Poor growth. Plant shorter. Leaves small and stunted. Plant stunted. 
Short internodes. 
- Leaves turn yellowish-green and later entirely yellow. 
. Often veins are purplish. 
. Flowers smaller than normal. 
- Roots often more fully developed than tops. 
. Deficiency first occurs on lower leaves. 
Phosphorus deficiency. ; 
1. Early stages—a yellowing of the leaf margins. 


2. a Stages—a gradual dying and dropping of leaves from bottom of 
plant. 


3. Short growth. 
4. Poor root system. 
Potassium deficiency. 
1. Yellowing of the leaf margins in the early stages followed later by a 


browning or dying of these yellow areas. Gives appearance of being 
scorched. 


2. Later the leaves may become mottled between the veins, 


OD ore Cw bo 





Puate III 


This section of bench shows yield of “Golden Queen” tomatoes. Plants grew 
about 1 foot per week and were topped at 7 feet. Solution was pumped 
four times a day because of exposure to outside conditions. Solution was 
changed completely once each week to avoid the necessity of testing; dis- 
earded solution was used on flower beds. Solution without correction was 
always pH 5.6, which was right for these crops. Samples tested irregularly 
showed that just half of the chemicals had been used each week, so testing was 
not necessary. There were absolutely no weeds during the entire summer. Late 
in October tomatoes of large size were still ripening. 
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3. Plant more susceptible to insects and disease. 
4. Deficiency occurs on lower leaves. 


Tron deficiency. 

. Chlorosis, yellowing of the foliage. 

. Shows up first on tip of plant. 

. Reduced rate of growth. 

. In later stages there is a severe burning of the chlorotic leaves. It 
begins at the tips and margins and spreads inward. 


Magnesium deficiency. 

. Stunted growth. 

2. Chlorosis. The veins remain green while the area in between becomes 
yellow. 

. Puckering of the leaf. 

. This deficiency occurs first on the lower leaves of the plant. 

. Leaves small—petiole of leaf short. 

. Dead areas appear between the veins of the leaf in later stages. This 
burning appears rather suddenly (within a 24-hour period). 

7. Blooming delayed. Flower color poor. 
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Calcium deficiency. 
1. Practically all feeding roots killed. 
2. Plant very stunted. Stops growing. 
3. Tip of plant and tips of top leaves die back. 


Manganese deficiency. 

1. Chlorosis. Light yellowish-green between the veins with the remaining 
dark green. This can be distinguished from magnesium deficiency be- 
cause manganese chlorosis first appears on the top of the plant whereas 
magnesium chlorosis first appears on the lower leaves. 

2. Plants somewhat stunted. 

3. Leaves tend to turn under at the margins. 

Sulfur deficiency. 

1. Deficiency appears first at top of plant. 

2. Chlorosis. Sulfur chlorosis differs from all other types of chlorosis in 
that the veins become yellow while the rest of the leaf remains green. 

3. Plant shorter. 

4. Dead areas, purplish in color, appear at the base of the leaf. 


From the January, 1938, issue of the Fertilizer Review, we quote 
part of an article relating to nutritional tests and deficiency symptoms. 
This article is a condensation of Bulletin 626 of the New Jersey Ex- 
periment Station and gives the results of research by M. A. Blake, 
G. T. Nightingale, and O. W. Davidson on apple trees. Since the de- 
scriptions of the various symptoms of nutritional deficiencies are given 
in great detail, we believe that they will be found very helpful. Al- 
though this experimental work was performed in connection with 
apple trees, the symptoms and corrective measures will no doubt apply 
equally well to most hardwooded crops. 
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DESCRIPTION OF DEFICIENCY SyMPTOMS 


Nitrogen deficiency. 
Leaves appear yellowish green. 
New leaves are relatively small. 
Red pigmentation may be present on veins and petioles. 
Leaves assume an upright position and petioles form narrow angles with 
stem. , 
No conspicuous spotting or marking occurs on foliage. 
Current growth of twigs and stems is short and slender. 
Roots are slender with yellowing cortex on new growth. 


Phosphorus deficiency. 

Foliage erate dark green, especially the young leaves. When the 
deficiency is very severe, old leaves may appear somewhat mottled and 
lighter than younger leaves. 

New leaves very small. : 

Both stems and leaves are usually highly pigmented with purplish-red, 
especially near the ends of the twigs. 
Leaves have a leathery texture and form abnormally sharp angles with 

the stems. 

Twigs are slender. 

Potassium deficiency. 

Twigs and stems are relatively slender, although linear growth may not be 
restricted appreciably. 

Leaves are relatively small. If the deficiency has reached the stage at 
which “scorching” occurs, new leaves may be considerably smaller and 
thinner than normal. 

Leaf-scorch appears first as a dull, dark purplish-red discoloration, in- 
volving the serrations of the leaves and extending inward slightly. 
This type of leaf injury differs distinctly from that produced by 
magnesium deficiency. The discolored areas enlarge very slowly in 
potassium deficiency and change from purplish-red to a dark brown 
without any intermediate whitish or gray stage. 

Calcium deficiency. 

Mature leaves have a normal, dark green color whereas young leaves may 
appear slightly yellowish-green. 

Leaf size may or may not be affected significantly. On small trees the 
leaves may be abnormally small. On large trees the leaves may be 
normal in size except near the tips of the twigs, where they may be 
somewhat small. 

Stem growth may be drastically restricted in length. Twigs may or may 
not be slender. 

Roots usually show evidence of calcium deficiency in the growing medium 
long before any definite indication is shown by the top. The roots 
may become drastically stunted and may appear short and stubby with 
idl tips. New roots may form profusely, but are usually short- 
lved. 

There were no leaf lesions the first season but a discoloration developed 
the second season. This type of discoloration was unlike that in any 
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of the other series. It was most prominent along the margins and 
extended about a quarter of an inch or more toward the midrib. The 
development of the discolored areas was preceded by a loss of chloro- 
phyll. The veinlets became tinged with purple while the rest of the 
tissue in the affected areas changed gradually from greenish-yellow to 
dark brown. At this stage no purple was apparent in the discolored 
areas but it was usually very noticeable in the larger veins of the leaf. 
Magnesium deficiency. 

New leaves become thin and soft in texture as the deficiency progresses. 

A slight mottling of the leaf develops quickly and is followed by blotching 
between the veins and along the margins. This discoloration and 
blotching appears first on the old leaves and progresses toward the 
stem tip. 

Abscission of the affected leaves usually occurs within a few days to a week 
after the appearance of the blotches. 

Twigs and stems are relatively flexible, slender, and deficient in woodiness. 

In severe cases twigs die back from tips during winter. 

The cortex of roots dies quickly and turns brown. 

The effect of magnesium deficiency was first a grayish-green spotting, or 
mottling, later fading to a cream white and then changing to a fawn- 


colored brown. The discolored areas gradually assumed dull medium 
brown. 


PoTasH STARVATION 


L. C. Hoffman, of the Ohio Agricultural Experiment Station, in an 
article reprinted from Better Crops with Plant Food Magazine, has 
the following to say concerning potash starvation in the greenhouse. 


It is believed by plant physiologists that potassium does not 
combine with the plant tissue but remains largely dissolved in the 
sap and is easily transported throughout the plant. The first 
symptom of potash deficiency exhibited by the plant is a general 
slowing up in growth. This will continue and produce a stunted 
appearance in time. The color of the plant may become darker at 
first and then tend to become dull or ashen gray toward the edges 
of the leaves. The plants become more susceptible to disease and 
low yields are obtained. The old leaves at the base of the plants 
become affected first. As they collapse and die the potassium moves 
out during the dehydration process and is carried upward. Hence 
the tops of the plants remain green and continue to elongate slowly 
after the leaves at the base have died. _ 

The symptoms of potash deficiency in the leaves of tomatoes 
and cucumbers are progressive in their development. In young 
leaves, when ample nitrogen is present the leaf-blade is often finely 
crinkled between the veins, and in tomatoes the edges are usually 
curved downward and inward, forming a partially rolled condition. 
As the leaves become older and somewhat larger, they tend to 
flatten. In a short time the margins of the leaves turn ashen gray 
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and then yellowish in color. Small brown spots appear in the 
margins. These spots later become larger, unite, and form what is 
called “brown edge scorch,” finally killing the entire margin. A 
brownish color appears mixed through the green in the web of the 
leaves, giving the center of the blades a bronze appearance. The 
leaves soon become harsh to the touch and brittle. The petioles of 
the leaves also are brittle and snap off cleanly with a light upward 
pressure. 


VISUAL DEFICIENCIES 


In a reprint in the same magazine, distributed by the American 


Potash Institute, F. W. McElivice has the following to say. This 
quotation is taken from the summary. 


by 


In general, the visual deficiency symptoms for nitrogen (N) 
phosphorus (P) and potassium (K) for the plants studied may be 
summarized as follows: 

1. Nitrogen deficiency produces a severe dwarfing of the plant 
and a uniform yellowing of all leaves. The young leaves begin to 
yellow very soon after the oldest leaves begin to turn. The affected 
leaves die slowly and remain attached to the plant for some time. 
The plant ceases to produce new growth soon after yellowing begins. 

2. Phosphorus deficiency produces a severe dwarfing of the plant 
with most of the leaves remaining abnormally dark green. In 
severe cases the oldest turn grayish-green or sometimes purplish- 
green and later begin to turn yellow. The yellowing usually begins 
at the margin and progresses toward the petiole and the leaf usually 
drops before it becomes completely yellow. The plant ceases to 
produce new growth soon after yellowing begins. 

3. Potassium deficiency usually produces only a slight dwarfing 
of the plant and the leaves remain normal dark green in color until 
affected by the characteristic potassium injury. The injury usually 
appears first on the oldest leaves when the margin and area between 
the veins turn yellow and the veins remain green. Later the leaf 
begins to turn brown and dies along the margin and in spots over the 
leaf. The leaves die slowly and remain attached to the plant for 
some time after dying. 


CHRYSANTHEMUM SYMPTOMS 


An article entitled “Chrysanthemums Thrive in Sand Cultures,” 
H. Hill and M. B. Davis, of the Central Experimental Farm, Ot- 


tawa, Canada, gives the following: 


The following plant symptoms have been found useful in de- 
termining the fertilizer requirements of chrysanthemums when 
growing in either soil or sand. As in many other plants the ratio 
between nitrogen and potassium is of particular importance in the 
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feeding of the chrysanthemum, which gives an added advantage 
over a crop like tomatoes in that high-level feeding of both nitrogen 
and potassium can be practiced with a greater degree of safety 
since there are no fruits which might be affected with physiological 
disorders. 

Whilst many a fairly good bloom has been produced on a 
chrysanthemum plant with almost one-half of its foliage gone from 
the base upward, there is no reason why such a condition of foliage 
should exist. The ill effects of high-nitrogen feeding are easily 
overcome by increasing the amount of potassium fed. As the 
nitrogen is increased, so should the potassium be increased. Chlo- 
rosis of the lower leaves, dropping of the lower leaves, curling and 
death all indicate either potassium starvation or nitrogen excess. 

Deficient nitrogen, unlike excess of that element, produces 
leaves which do not burn or show marginal chlorosis. Here the 
leaves may be somewhat small, pale green to yellowish green, 
and in extreme cases show reddened veins, but the leaf always 
remains entire and not mottled or scorched. 

The chrysanthemum is particularly susceptible to excess phos- 
phorus feeding, and peculiarly enough, this is an element that 
many greenhouse men do use to excess in the form of bone meal 
and superphosphate. To the casual observer excess phosphorus 
symptoms resemble excess nitrogen symptoms, but there is a very 
distinct difference noticeable upon close examination. In the case 
of excess phosphorus feeding the trouble commences around the 
margins of the leaves in the form of a slight yellowing, as in the 
case of excess nitrogen feeding. This is very quickly followed by 
the appearance of maroon-red blotches following the margins 
rather closely and leaving the center of the leaf a normal green. 
This symptom is exceedingly valuable in the growing of chrys- 
anthemums and should be carefully studied in contrast to the 
deficient potassium or excess nitrogen symptoms. “hey. 

Lack of phosphorus is characterized by a great reduction in 
vigor, plants spindly, leaves small and sparse with internodes far- 
ther apart. In color, the leaves are at first a dull, deep green, with 
the older leaves becoming a dull reddish purple. The lower leaves 
which die from phosphorus starvation are reddish purple in color 
and not yellowish or light brown as in the case of excess nitrogen. 

The symptoms described above refer to foliage conditions only, 
but quantity and quality of bloom are also greatly influenced by 
feeding practices. . . . High feeding of phosphorus even in the 
presence of ample potassium and nitrogen resulted in a marked 
decrease in the number of blossoms and some decrease in size. As 
might be expected, deficiency of either phosphorus or potassium 
brought about a marked reduction in the number and size of bloom. 

One of the most outstanding features of these experiments was 
the effect of the feeding on the color of the bloom. In one variety 
which should normally produce bloom ocherous orange In color, 
the feeding of excess nitrogen resulted in the production of bloom 
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Empire yellow in color. The same result was produced by a re- 
duction in the amount of potassium fed or by increasing the amount 
of phosphorus in the solution. Further increases of potassium in- 
tensified the ocherous orange, producing a more deeply pigmented 
bloom. 

This same effect on color intensity was noted with another 
variety normally producing pink blossoms. With high nitrogen 
feeding, blooms almost pure white in color were produced; the same 
effect was produced with high phosphorus feeding. On the other 
hand, increasing the amount of potassium intensified the pink to a 
much deeper shade. In both varieties the production of a large 
number of blooms of good size and deep color was made possible 
by increased feeding of nitrogen, accompanied by a high feeding of 
potassium. It would appear that the development of a suitable 
intensity of bloom-color in chrysanthemums is dependent on an 
adequate supply of potassium, not only in total amount but in its 
relative concentration to nitrogen or phosphorus. The amount of 
nitrogen fed should not exceed twice that of potassium. 


A careful study of the articles quoted in this chapter and accurate 
observation of your crop should give you the ability to determine 
just what element is deficient and should be added, or which one 
appears to be in excess of the plant requirement and should be counter- 
acted. When this is determined, see that the solution is adjusted im- 
mediately by adding the proper amount of the salt required. Again 
we stress the fact that it is not necessary to use a multiplicity of 
salts. We have worked out our method to the point where we use 
only four main salts: calcium nitrate, Ca(NO3).; potassium nitrate, 
KNO3; monocalcium phosphate, CaH4(PO4)2; and magnesium sul- 
fate, MgSO4. These four salts supply the nitrogen, potassium, phos- 
phorus, magnesium, as well as calcium and sulfur. Since we use the 
fertilizer grade most of the minor elements with the possible exception 
of iron and manganese are present as impurities in sufficient quantities 
for the plant. Restricting ourselves to these four main salts enables 
us to buy in larger quantities thus getting a cheaper price. Further- 
more, we do not have to store and keep track of a dozen different salts 
and this again simplifies our problems. 


CuHaptTer XII 
GENERAL CULTURAL CONDITIONS 


Nutrient culture has the same problems of greenhouse operation 
as soil culture, and the methods are much alike. We will mention some 
of the differences as well as some similarities in the essential proce- 
dures. 

In any method of growing crops it is extremely important that we 
use the finest seeds available. Particular care must be taken in select- 
ing those strains which are intended for greenhouse use, in order to 
obtain a maximum crop possessing the characteristics demanded by 
the popular market. 


SEEDLINGS 


We have always made a practice of starting our seedlings or cut- 
tings in the usual way in sand or soil. When they are ready for 
removal from the seedbed they are potted up and handled the same 
as if they were going to be grown in soil. When they attain the proper 
size to bench, we knock them out of the pots, lay them on screens, and, 
without too great water pressure, wash all the soil from the roots. 
They are then ready for planting in the nutrient benches. We usually 
transplant to the benches at the same time of year and use the same 
size of plants as though we were growing in soil. Simply scoop out 
a hollow in the cinders or gravel, spread the roots properly, and rake 
the material back in place around them. Do not use force in pressing 
the cinders or gravel around the roots or you may injure them. We 
have not found it necessary to use shading on the houses after trans- 
planting. Once the plants take hold they will develop somewhat more 
rapidly than if grown in soil. As they increase in size they should 
be staked and tied as in soil culture. If you prefer, the seeds can be 
planted in sand, keeping them wet with ordinary water until germina- 
tion takes place, after which the seedlings can be watered with the 
regular nutrient solution. When they attain the right size they can 
be transplanted directly into the cinder or gravel benches at the cor- 
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rect spacing for growing. In this way you save the time and expense 
of potting and shifting as well as the trouble of washing the soil from 
the roots. You will probably save a few days’ time and also gain 
some extra days in the development of your plants as there is no set- 
back at the time of transplanting. One of the chief advantages of 
starting seeds and cuttings in sand is that one of the greatest sources 
of diseases is avoided since the presence of soil naturally increases the 
possibility of infection. 


CUTTINGS 


With a crop such as carnations grown from cuttings, the rooted 
cuttings can be planted directly in the nutrient benches spaced 2 inches 
apart each way, and when of proper size they may be transplanted 
to the regular spacing. See Fig. 27. This too saves time and avoids 
the usual setback incident to transplanting. If you buy carnation 
stock plants instead of growing your own cuttings, be sure to specify 
pot-grown plants as otherwise too much of the root system is lost. 
We usually plant carnations and mums at the same distances as for 
soil culture because of the increased growth we obtain with nutrients. 
Roses are spaced 10 inches each way instead of 12 inches as ordinarily 
done in soil benches. Tomatoes are planted in two rows in a 314-foot 
bench and spaced 12 inches in the row instead of the customary 
14 inches apart. 


New Rose Stock 


With new budded rose stock, we heel in the plants in the nutrient 
bench and cover with cloth to retain the moisture. See Fig. 28. This 
keeps the outer bark soft and makes them break more freely. Just 
as with soil culture, we find that budded stock is worth the extra cost 
because the crop comes in sooner and there are more flowers per plant. 


HumMIpITy 


Naturally houses devoted to nutrient culture have less humidity 
than houses devoted to soil culture. This arises from the fact that 
with soil a great deal of water runs through the benches and is ab- 
sorbed in the ground underneath. This results in an excess of moisture 
immediately after the benches are watered and is usually followed by 
a deficiency of moisture as the benches dry out. It is this variation 
of humidity that is largely responsible for many of our plant diseases 


such as mildew and black spot on roses, leaf mold on tomatoes, and 
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Fic. 27. Rooted carnation cuttings planted direct from cutting bench into nutrient 

bench, thus eliminating potting, shifting, and washing soil from roots. These 

plants when of proper size will be shifted direct to the final nutrient bench. 
Fountain pen shows relative distance in row. 
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rust on carnations. Houses in which cool-temperatured crops are 
grown do not show the difficulties that we have with the warm- 
temperatured crops. 

Crops such as roses require a humidity of 70. Most experienced 
growers can feel when the humidity is right, but if you are not sure, 
it should be measured. This can be done by placing, in a current of 
air, a wet-and-dry-bulb thermometer which can be purchased from 
any regular supply house. A chart of temperatures and humidity 
with full directions usually accompanies it. If the humidity is low, 
it may be adjusted by wetting down the walks daily or as needed. 
The more steam pipes needed to maintain the correct temperature, the 
more likely it is that the humidity should be increased. 


SYRINGING 


Syringing may be done in the same manner as with soil-grown 
plants, if they are planted in cinders or gravel. Once the plants are 
established they will not pull out even if a water pressure of 120 pounds 
is used. Each day a certain amount of water evaporates from the 
tank and benches so that in a short time the solution in the tank is 
low enough to permit syringing. Much of the water used in syringing 
falls on the benches and will flow back into the nutrient tank. Until 
you become accustomed to the amount of water to be used, watch the 
tank carefully to see that it does not overflow. It may be necessary 
to syringe only one or two benches at a time. Syringing keeps the 
outer bark soft and the plants will break better. Unless the solution- 
tank is being allowed to get low for syringing, it should be filled each 
day to the level which you originally marked in order to keep the 
benches uniformly full and to maintain the solution at a constant 
concentration. 


SPRAYING 


Some growers may have a question about sprays and fumigants. 
We have found no difference between soil culture and nutrient culture 
in this respect. There may be some sprays that might get into the 
nutrient solution by falling on the cinders, but we have experienced 
no such difficulty.* We have used nicotine, Selocide, Loro, Multicide, 
arsenate of lead, Paris green, and Cyclonox as well as various pyreth- 


*Both Purdue and Ohio State recommend filling the benches with clear tap 
water before spraying and emptying them afterwards before again feeding the 
solution. This would probably avoid any possibility of root injury. 
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rum and derris sprays without any apparent injury. The same 
commercial fumigants may be used. We have used nicotine and Cyan- 
ogas without any difficulty. The only injury we ever noted was with 
nicotine, when it was dissolved in the nutrient solution in a concen- 
tration of 1-1,000 to get rid of rose midge. This destroyed the rose 
midge and many of the roots, but the plants recovered. Probably if 
a lower concentration of Nicofume or if nicotine sulfate had been used 
the midge would have been destroyed with no resulting injury to the 
root. We mention this difficulty so that you will understand that you 
need to be careful if you experiment with unknown chemicals in the 
nutrients. We have never experienced any difficulty when nicotine 
was used as a regular spray. 


TEMPERATURES 


As to temperatures, the range is handled the same as for soil. 
For cool crops such as carnations, mums, snaps, peas, and calendula, 
maintain the house at 50° at night, 55° on cloudy days, and 58° on 
sunny days. (Stocks can be kept as low as 40°.) For warm crops such 
as roses, gardenias, and tomatoes hold the temperature at 60° at night, 
65° on cloudy days, and from 68° or 70° to 75° on very bright days. 


LEACHING 


For several months after you start a new bench or house in nu- 
trients you will probably find that your solution changes quite rapidly 
and needs to have certain elements replaced frequently. This is pos- 
sibly due to the fact that, until the material used as fill in the benches 
is thoroughly impregnated with the solution, some of the salts are held 
in the benches. After this period the solution will vary only to the, 
extent that the plants extract the nutrients from it. 

There is another point on which we wish to caution you. There 
may be times when you will want to change crops in a house or make 
a radical change in the solution formula. In such cases it is not 
necessary to change the gravel or cinders, but it is important that you 
thoroughly leach them by filling the benches with ordinary tap water, 
allowing it to stand a couple of days, and then draining it off. Repeat 
this operation several times, particularly if the previous solution has 
been carried with a radically different concentration of any of the 
salts to be used in the new solution. It appears that the cinders or 
gravel have a tendency to hold or retain some of the highly concen- 
trated salts, and this will throw off the balance of the new formula. 
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If you have had any serious infection similar to the soil diseases, 
or if the crop you intend to grow is one which is particularly suscep- 
tible to soil diseases, we recommend that you sterilize the old cinders 
or gravel just as you did when starting the system originally. This 
can be done easily and inexpensively by using acid or formaldehyde.* 
Remember that formaldehyde must not be used if there are any 


growing plants that might come in contact with its fumes and so be 
injured. 


COMPARATIVE Costs 


It is difficult to compare the exact cost of fertilizer used on soil- 
grown plants with the cost of the fertilizer salts used in nutrient culture. 
With soil, both chemical fertilizers and manures are used, and con- 
siderable labor is involved in mulching with manure, whereas with 
nutrient culture only chemicals are used and there is no appreciable 
extra cost in applying additional amounts with the varying seasons. 
We believe that a satisfactory way is to give the exact cost of the 
nutrient salts used for a given area and let each grower make his own 
comparison for a similar area. For a six-month period, the average 
cost per month for nutrient salts to supply a range of glass covering 
a ground area of 40,000 square feet (approximately 1 acre) was $24.15. 
The cost per month was as follows: September, $22.66; October, 
$26.41; November, $24.49; December, $27.66; January, $28.03; Feb- 
ruary, $15.75; or a total of $145. You will notice that the month 
of February used only $15.75 for this area. This was probably due 
to decreasing the potassium concentration in the solution on account 
of longer brighter days which were then commencing to make their 
influence felt. During this same six-month period on a like area of 
soil-grown roses the average cost per month, including the labor cost 
of mulching, was $20.58 for manure and $15 for commercial fertilizers 
such as ammonium sulfate and Vigoro. This represents an average 
saving each month of this period of $11.43. 


COMPARATIVE PRODUCTION 


It would not be fair to compare costs without considering the 
production record of the same areas. Our records indicate that with 
roses there is no phenomenal increase in quantity but quality was 
definitely better. Nutrient-grown “Briarcliff” roses produced one and 


* Both formaldehyde and acid can probably be used in a concentration of 1-100, 
although we ordinarily use sulfuric acid in a concentration of 1-150. 
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one-half more flowers per plant than soil-grown “Briarcliff” over this 
six-month period. However, a similar variety “Better Times” pro- 
duced about one flower per plant less in nutrients than in soil. Even 
though the production per plant of roses grown in nutrients was not 
much greater than the production per plant in soil, the house produced 
20 per cent more flowers because the plants are set out with 20 per cent 
less space per plant for the nutrient-culture method. It is interesting 
to note that at the present time (two months later) the production 
of nutrient-grown “Better Times” has equalled and is rapidly exceeding 
that of the soil-grown “Better Times.” We believe this is due to the 
fact that we can and do vary the nitrogen-potassium balance in the 
solution so that it agrees with the changing light conditions and we 
are not able to make such rapid changes for our soil-grown plants. 

With tomatoes we had no check test soil benches for comparison, 
but our crop appeared to be no greater than the average good grower 
would obtain in soil. Tomatoes responded remarkably well to nutrient 
culture in that the quality of the fruit could be changed almost com- 
pletely by varying the chemicals in the solution, as was seen by the 
alteration in water content as soon as the nitrogen-potassium balance 
was changed. This was our first attempt to grow tomatoes in any way, 
but several reliable and experienced growers who watched the crop crit- 
ically remarked that the fruit was exceptionally uniform and of high 
quality. 

Chrysanthemums and stocks were of fine quality when grown in 
nutrients. The color was exceptionally good but the production was 
not materially increased. In the case of stocks the crop was brought in 
two weeks earlier than those grown in soil and this resulted in obtain- 
ing a much better price on the market. , Chrysanthemums showed very 
little difference over those grown in soil. 

Carnations seem to be the crop which to date has responded best to 
nutrient culture. Our first year’s production was practically three 
times greater than with our soil-grown plants. This comparison is not 
scientifically accurate as such crops would be grown experimentally, 
since we did not grow the same varieties in both soil and nutrients 
and the soil-grown plants were benched three weeks later than the 
nutrient-grown plants. However, there was such a tremendous difference 
in production that we are certain much of the increase can be credited 
to nutrient culture rather than to the variety or time of benching. 
The varieties used in both cultures were high-quality tested commer- 
cial ones. This difference of three to one can hardly be overlooked or 
minimized. The production in nutrient solutions was slightly over 
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twenty blooms per plant. The quality of bloom was such that they 
always brought top price on the market. 


LABOR ADVANTAGES 


One of the greatest advantages of nutrient culture is the saving 
of labor costs. Those men who actually do the growing may be re- 
duced by one-third in comparison with the number required in soil 
growing. This saving results primarily by eliminating the necessity 
of hand watering, mulching, weeding, and cultivating. Less repair 
labor is needed to keep the houses in good shape. Under nutrient- 
culture methods one good grower can take care of approximately 
15,000 rose plants or 30,000 carnation plants, once they are established 
in the benches. It takes on the average only 35 hours per month to 
test, feed, and apply minor elements in the way we recommend over 
an area of 40,000 square feet of ground. This is slightly more than 
one hour per day. Compare this with the time required to water by 
hand, mulch, cultivate, and weed a similar area when plants are grown 
in soil. 

In comparing the results we have obtained on large-scale nutrient- 
culture production with the difficulties and problems that have arisen 
on some of the smaller installations which we have observed, we be- 
lieve that our success has been largely due to the fact that we were 
working on a large scale rather than to any superior knowledge on our 
part. See Fig. 29. Minor errors in calculation and in regularity of 
feeding become gross errors when applied to small experimental plots. 
It is for that reason that we urge you to have confidence in this method 
and give it a trial on such a basis as will assure your success. We 
firmly believe that any good grower in soil need have no fear or mis- 
giving about his ability to produce a better than average crop in his 
first year. 

We appreciate that this method of growing has not been readily 
accepted by many prominent growers. There are some who apparently 
would discredit it; but considering the success we have had and the 
definite advantages it offers, we do not hesitate to say that we be- 
lieve it will be adopted or adapted in a great many large commercial 
establishments within the next five years. The scientific research de- 
partments of our many fine agricultural experiment stations have con- 
tributed the groundwork and have established the practical applica- 
tion of the method. We believe that now is the time for practical 
commercial growers to continue the good work and in this way make 
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even greater contribution to the business of growing flowers and vege- 
tables profitably. The commercial grower should recognize that his 
greatest opportunity for profitable production lies in establishing a 
lower cost, a higher quality, and thus a larger market because he must 
compete with cheaper outdoor crops. True economy depends not upon 
a limited production of high-cost products which can be sold only to 
a limited group, but upon a high-class product grown at a reasonable 
cost and sold to the mass of people. 

Heretofore it required endless search through innumerable volumes 
of scientific documents to unearth the simple facts and formulas neces- 
sary to use this method of growing. Often, when the facts were brought 
to light, they were in such form that the layman could not understand 
and apply them. This was not due to a desire for secrecy on the part 
of the scientific investigators but rather to the fact that in their work 
they must first of all be technically accurate, and this often leads to 
unusual terminology. Their facts and data were readily understood by 
their co-workers, but to the layman were unintelligible. Its very com- 
plexity and formidableness discouraged many growers who we be- 
lieve otherwise would have tried it long ago. We are sure that the 
simple detailed facts given herein will enable others to advance with 
confidence on the foundation already established. There is plenty of 
room for improvement in both method and practice, and that improve- 
ment will undoubtedly come through the practical grower who steps 
out fearlessly and tries and experiments and improves as he goes along. 
We trust that in some small measure we have shown the way, and that 
this volume will encourage such progressive men to work on these un- 
solved problems for the ultimate good of the entire industry. 





SOURCES OF EQUIPMENT AND MATERIALS 


We give the following list of manufacturers and chemical supply 
houses simply for the convenience of those who may not know just 
where these things may be purchased. In no sense do we mean to infer 
that other sources are not reliable. In fact, we suggest that you first 
attempt to locate a local supply, as in so doing you will save on trans- 
portation charges and in addition will have the benefit of local service 
if needed. 


WATERPROOFING MATERIALS 


Asphalt emulsions United Laboratories, Cleveland, Ohio. 
Korite Standard Oil of Indiana, Chicago, Illinois. 


Moror-DriveEN Pumps 


Yeomans Brothers Pump Company, 1433 Dayton St., Chicago, Illinois. 
Fairbanks-Morse Company, Michigan Avenue, Chicago, Illinois. 
American Well Works, Aurora, Illinois. 

Deming Pump Company, Salem, Ohio. 


ELECTRICAL EQUIPMENT 


Sangamo Electric Company, Springfield, Tlinois. 
General Electric Company, Schenectady, New York. — 
Cutler-Hammer Company, 116 North Green Street, Chicago, Illinois. 


TestinGc KITs 


Purdue University, Agronomy Department, Lafayette, Indiana. 
Urbana Laboratories, Urbana, I}linois. 
La Motte Chemical Products Company, Baltimore, Maryland. 


CHEMICAL BALANCES 


The Torsion Balance Company, 228 North La Salle Street, 
Chicago, Illinois. 
E. H. Sargent, Chicago, Illinois. 
Eimer and Amend, Third Avenue and 18th Street, New York City. 


Acips AND LABORATORY SUPPLIES 


Central Chemical, 4100 8. Ashland Ave., Chicago, Illinois. 
Central Scientific Company, Chicago, Illinois. 
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FERTILIZER CHEMICALS (SALTS) 


Armour and Company (offices in principal cities), Chicago, Illinois. 
Synthetic Nitrogen Products Company, 85 Madison Avenue, 
New York City. 

Monsanto Chemical Company, St. Louis, Missouri. 
Victor Chemical Works, 141 West Jackson Blvd., Chicago, Illinois. 
Baugh and Sons Company, Baltimore, Maryland. 

Dow Chemical Company, Midland, Michigan. 

F. W. Berk and Company, 420 Lexington Avenue, New York City. 
Central Chemical, 4100 8. Ashland Ave., Chicago, Illinois. 
McKesson & Robbins, Inc., 540 W. Randolph St., Chicago, Illinois. 
Mallinckrodt Chemical Works, St. Louis, Missouri. 
Merck and Company, New York City. 


BIBLIOGRAPHY 


For those who wish to read and study more of the extensive work 
on nutrient culture and allied subjects we are listing some of the more 
recent bulletins, books, and magazine references. Much has been 
written and undoubtedly much more will be written on the sensational 
side of this subject. We have tried to include those articles from 
authoritative sources which we believe will add to your fund of knowl- 
edge. The omission of a reference does not mean that it is of a ques- 
tionable character or unreliable. We have not attempted to go back 
beyond 1936 in our periodical references as ideas and methods are 
changing so rapidly that it would not be feasible to list all articles. 
For those who wish to study more of the history of this fascinating 
subject we refer you to the Reader’s Guide to Periodical Literature 
under “Plants, Nutrition of,” for various years. 


Books 


Soilless Growth of Plants, Evtis and Swaney, Reinhold Publishing Corporation, 
New York City. $2.75. 160 pp. 

Botany, L. H. Battey, The Macmillan Company, New York City. 

A Textbook of Botany, Coutrer, Barnes, and Cow.es, The American Book Com- 
pany, New York City. 

Elements of Botany, Hotman and Rossrns, John Wiley & Sons, New York City. 

Plant Physiology, Evw1x C. Mruter, McGraw-Hill Book Company, New York 
City. 

Principles of Plant Growth, Witrrep Rossins, John Wiley & Sons, New York City. 

A Textbook of Chemistry, W. A. Noyes, Henry Holt and Company, New York 
City. 

Photometric Chemical Analysis, Jorn H. Yor, John Wiley & Sons, New York City. 

Plant Physiology, Meyer and Anverson, D. Van Nostrand Company, New York 
City. 
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INDEX AND GLOSSARY 


A star (*) indicates that the mentioned item is illustrated on the page number 


cited. Boldface indicates definition. 


A 
Acid radical, 42 
Acidity, 3, 29, 34, 60, 91-93 
cinders, 29, 91 
for various crops, 34, 60 
importance of, 3 
relative, determination of, 91-93 
See also pH 
Acids, analysis of, 52 
hydrochloric (muriatic), 52 
nitric, 52 
sources of, 127 
sulfuric, 52 
sterilizing with, 9, 121 
Advantages of nutrient culture, 8-13, 
106, 116, *117, 123, *124 
cuttings in sand, 116, *117 
labor saving, 123, 124 
large-scale production, 123, *124 
response to corrective measures, 106 
seedlings in sand, 116 
Aeration: as used here, refers to sup- 
plying air to the roots. 
Aeration, 5, 7 
in cinder culture, 7 
in Gericke method, 5 
Alkaline soil: a soil or solution having 
a pH above 7. 
Alkaline soil, 25 
See also pH 
Ammonia, 71 
interference with tests, 71 
toxic effect, 71 
Ammonium nitrate, 47 
Ammonium sulfate, 47, 49 
Ammonium thiocyanate, 104 
Anhydrous: destitute of water, espe- 
cially water of erystallization. 
Examples: anhydrous magnesium 
sulfate, which is a non-crystalline 


powder; magnesium sulfate (ep- 
som salts), which is a crystalline 
compound and contains 7 mole- 
cules of water of crystallization. 

Arsenate of lead, 119 

Asphalt: a black mineral pitch which 
must be melted to apply as water- 
proofing. (See also Korite.) Not 
to be confused with tar. 

Asphalt emulsion: asphalt that has 
been converted to a viscous state 
and can be applied with a brush. 
For our use in waterproofing 
must be 40%-60% pure asphalt. 

Asphalt emulsion, use of, 17 

Assimilation, definition of, 75 

Atom, definition of, 36 

Atomic weight, definition of, 39 

importance of, 39 
table of, 39 
use of, in formula, 40, 41, 53-55 


B 


Balance, 25, *48, 55, 127 
capacity of, 25 
chemical, 25, *48, 55 
cost, 25 
source of, 25, 127 
Bench: as used herein, refers to a raised 
box or platform to hold a me- 
dium in which plants grow. 
Benches, 8, 17-22, 25-29 
concrete, 21, 22 
waterproofing, 20 
filling the, 25-29 
cinders, 26, 27 
gravel, 25, 26 
protection of bench, 27 
life of, 8 
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144 


Benches, New Jersey Bulletin on, 
22 
photograph of, *21 
starting new crop in, leaching, 120 
V trough for, *18, *20 
wooden, 17-22 
diagram of, *18 
waterproofing, 19 
Bench-fill: any medium used to sup- 
port the root system of the plant 
such as cinders, gravel, and sand. 
Biekart, H. M., bench-fill, 26 
carnation quality in nutrients, 12 
large-scale sand culture, 3 
Blake, M. A., deficiency symptoms, 
109-111 
Boron, 49, 86, 108 
deficiency symptom, 86, 108 
function of, 86 
source of, 49 
Box, window, 31 
Break: frequently used by greenhouse 
men in referring to the tendency 
of dormant buds starting in to 
new growth, especially roses and 
other hardwooded crops. 
Bromocresol green, 92 
Bromothymol blue, 91, 92 
Burn: an injury to plant tissue having 
the appearance of destruction by 
heat, usually brown and dry and 
penetrating both sides of leaves. 


C 


Calcium, 47, 49, 50, 84, 101, 103, 108, 109, 
110, 111 
deficiency, 84, 108, 109, 110, 111 
function of, 84 
relation to nitrogen, 84 
salts of, calcium chloride, 47 
calcium nitrate, 47, 49 
calcium phosphate, 47, 49, 50 
calcium sulfate, 47 
table showing parts per million in 
testing, 103 
testing for, 101, 103 
California Experiment Station, 5, 12 


INDEX 


Cambium layer, location of, 76 
Capacity, of bench,-15 
of box, 30 
relative, of tank and bench, 15 
small-scale equipment, 30-32 


Carbohydrates, manufacture of, see 
Photosynthesis 
Carbon, 86 


plant need of, 86 
source of, 86 
Carbon dioxide, 75 
function in photosynthesis, 75 
liberation of, 75 
source of, 75 
Carnations, 66-68, 122 
chart, for nitrogen, *66 
for potassium, *67 
increased production, 122 
leaf test, 68 
Catalytic agent, definition of, 42 
Caulk: to fill large cracks with oakum 
or other material. 
Caulk, 14 
Cell, 79-81 
composition of, 80 
definition of, 79 
function of, 81 
growth of, 80, 81 
protoplasm, 80 
Chadwick, L. C., Ohio State University. 
Dichotomous key of deficiencies 
106-108 
Chemical salts, see Salts 
Chemicals,. fertilizer grade, 39, 40, 42, 
46, 47, 48, 52, 70, 71, 128 
analysis of, 48-52 
compound, see Compound 
detrimental, 40, 46, 47, 70, 71 
impurities, 39, 42, 47 
source of, 47, 48, 128 
Chemiculture: word coined to describe 
water culture or hydroponics. 
Chemiculture, 1 
Chlorophenol red, 92 
Chlorophyll, 75, 78 
definition of, 75 
function of, 75, 78 
relation of, to photosynthesis, 75 
Chloroplasts, 80 


’ 


INDEX 


Chlorosis: a diseased condition of 
plants, wherein the foliage be- 
comes yellow or spotted, owing 
to a lack of chlorophyll. It may 
be due to many causes. 

Chlorosis, 35, 72, 83, 84, 85, 107, 108, 109, 
OS Tl ats 

chemicals causing, iron deficiencies, 
35, 72, 85, 107, 109 
magnesium, 84, 107, 111 
manganese, 109 
nitrogen, 35, 72, 83, 107, 108, 110, 
Til i: 
sulfur, 109 
distinguishing between kinds of, 72, 
109 
Chromoplasts, 80 
Chrysanthemum symptoms, 112-114, 122 
deficiency symptoms, 112-114 
quality of crop, 122 

Cinder culture: term sometimes ap- 
plied to the subirrigation method 
in which cinders are the anchor 
medium for the roots. 

Cinder culture, 1, *2, 12, 59, 65, *66, *67, 
68, 70, 73, 116, 119, 122 

carnations, *66, *67, 68, 122 

roses, 65, *66, *67, 73, 116, 119, 122 

tomatoes, *2, 12, 59, 70, 122 
Cinders, *26, 27, *28. 29 

leaching, 26, 27 

screening, *26, 27, *28 

testing, 27, 29 

treating, 27 

Coal-tar products, danger of, 17 

Color change by feeding, 113-114 

Colorimetric tests, 91-105 

Commercial advantages of nutrient cul- 
ture, 8-13 

Briarcliff, *38 

King Cardinal, 2 years old, *37 

production, 12 

roses, contrasted, soil vs. nutrients, 
cad FOR | 

tomatoes, *2 

Commercial growers using nutrients, 12, 
13 

Compound, 36, 40 

breaking up of, 40 
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Compound, definition of, 36 
example of, 36, 40 
Concentration: the condition of a so- 
lution with regard to the amount 
of chemicals dissolved in it. 
Concentration, cost of maintaining high, 
57 
Concrete, proportions for mixing, 16 
Connors, C. H., bench-fill, 26 
carnation quality, 12 
large-scale sand culture, 3 
Conversion table, 45 
Converting to nutrient culture, 14-29, 
121 
benches, construction of, 17, *18, *19 
cost of, compared to soil fertilizers, 
121 
per house, 14, 24, 25 
per square foot, 12, 13 
other equipment, 22-24, *23, *48 
tank, construction of, 15-17, *15, *16, 
*102 
Copper, function of, 86 
Culture, see Cinder culture, Sand cul- 
ture, Water culture, ete. 
Cuttings: any portion cut from a plant 
and used to propagate or start a 
new plant by rooting in some 
moist medium. Usually root, 
stem, or leaf cuttings are made. 
Cuttings, advantages of starting in nu- 
trients, 116 
distance of planting, 116, 117 
Cyanogas, 120 
Cyclonox, 119 
Cytoplasm, 80 


D 


Davidson, O. W., deficiency symptoms, 
109-111 
Davis, M. B.. chrysanthemum symp- 
toms, 112-114 
Deficiencies, 35. 106-114 
boron, 86, 108 
calcium, 84, 108, 109, 110, 111 
iron, 35, 72, 85, 107, 109 
compared to nitrogen, 35, 72 
magnesium, 84, 107, 109, 111 
manganese, 86, 108, 109 
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Deficiencies, nitrogen, 35, 72, 83, 107, 
108, 110, 112, 113 
phosphorus, 83, 107, 108, 110, 112 
potassium (potash), 35, 83, 84, 107, 
108, 109, 110, 111, 112, 113 
sulfur, 85, 108, 109 
visible, 35 
zinc, 86 
See especially distinguishing differ- 
ences of various types of chloro- 
sis, 109 
Derris, 120 
Descriptive key to deficiencies, Ohio 
State University, 108 
New Jersey Experiment Station, 109- 
111 
Dichotomous key, 106-108 
Diphenylamine, 93 
Diseases, freedom from, with nutrients, 
9, 12 
Double superphosphate, same as and see 
Monocalcium phosphate 


E 


Elements, atomic weight of, table, 39 
definition of, 36 
detrimental, 40, 46, 70, 71, 86 
essential, 39 
example of, 36 
major, 40 
minor, 40 
trace, 40 
English measure, conversion table, 45 
Epsom salts, 47, 51 
Excess symptoms, 113-114 
nitrogen excess, 113-114 
phosphorus excess, 113-114 
potassium excess, 113-114 


F 

Farnham, R. B., subirrigation system, 5, 
6 

Feeding: term commonly applied to 
the process of providing the 
plants with chemical nutrients in 
solution. Strictly speaking, these 
chemicals are not plant food, but 
from them the plant manufac- 
tures plant food. 


INDEX 


Ferrous sulfate, 51; see also Iron 
Fertilizer salts, 47, 48, 121, 128 
costs, comparison of, with soil, 121 
sources of, 47, 48, 128 
Fill, 25-29 
cinders, 26, 27 
leaching, 26, 27 
screener for, *26 
sifting, *26, 27, *28 
testing pH of, 27 
treating, 27 
gravel, 25-26 
acidity, 25 
iron in, 25 
sizing, 26 
Fluorine, toxic effect of, 46, 70 
Foliage testing, 93, 105 
nitrate test, Purdue, 93 


phosphorus test, Urbana Labora- 
tories, 105 

potassium test, Urbana Laboratories, 
105 


Formaldehyde, sterilization with, 9, 121 
Formula, see Solutions 

Four-salt solution, 114 

Fumigants, Cyanogas, Nicofume, 120 


G 


Gallons to liters, 45 
Gardenias, iron requirement, 68 
Gericke, W. F., method, advantages 
and disadvantages of, 5 
yield, 12 
Gram-molecular weight: the molec- 
ular weight of the compound ex- 
pressed in grams. 
Gram-molecular weight, 40 
corrected, 46 
corrected table, 47 
Gravel, 25-26 
Growth, 56-59, 65-70, 74 
cell division and elongation in, 74 
common idea of, 74 
control of, by increasing concentra- 
tion, 57 
by nitrogen-potassium balance. 57- 
58, *66, *67 
by reducing number of feedings, 57 
by varying formula, 58 


INDEX 


Growth, definition of, 74 
influence of light on, 56-59, 65-70, 
74 
Guard cells, *78, 81 
cross section of, *78 
function of, 81 


H 
Hardwooded crops, iron requirement, 
72 
Hill, H., chrysanthemum symptoms, 


112-114 
Hoffman, L. C., potash (potassium) 
starvation, 111-112 
Humidity, 116, 119 
control of, 116, 119 
effect of, on disease, 116, 119 
measuring relative, 119 
Hydrochloric (muriatic) acid, 52 
Hydrogen, source of, 86 
Hydrogen-ion concentration, see pH 
Hydroponics: the science of growing 
plants in water solutions only as 
distinguished from methods using 
cinders, gravel, or sand. : 
Hydroponics, 1 
Hydroxide, definition of, 42 
Hydroxyl radical (erroneously, 
droxide radical), 42 


hy- 


I 


Imbibition, definition of, 76 
Indicators, pH testing, 91-92 
Insects, control of, by sprays, 119-121 
Iron, 35, 72, 73, 85, 102, 104, 109 
application of, 72-73 
frequency of, 73 
method, 72-73 
quantity of, 73 
deficiency of, 35, 73, 85, 102, 109 
compared with nitrogen, 35, 72, 85 
in gardenias, 73 
in roses, 73 
function of, 85 
precipitation of, 72, 85 
source of (ferrous sulfate), 51 
testing for, 104 
Iron sulfate, 51 
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J 


Jonquil bulbs in nutrients, 12 


K 


Korite, see Asphalt 
source of, 127 
use of, 19, 20, 21, 30, 31, 102 


L 
Laboratory, 87-90 
equipment for, 87, 88, *89 
location of, 87 
manipulation, 88-90 
technic, 88 
Leaching: as applied here, the process 
of washing undesired elements 
from culture media with water 
or other liquid. 
Leaching, 3, 26, 27, 120 
Leaves, 77, *78, 79, 81 
balance between roots and, 77 
food storage in, 79, 81 
function of, 78, 79 
relation to photosynthesis, 78 
structure of, *78 
surface of, *78, 81 
Leucoplasts, 80 
Light, control of, by shading, 69 
function of, in growth, 74 
in photosynthesis, 75 
relation of, to solution concentra- 


tion, 58 
Lime: technically, calcium oxide 
(CaO), but frequently very 


loosely applied to any of several 
alkaline calcium compounds. 
Lime, 3 
Limestone: a rock consisting chiefly 
of calcium carbonate and yield- 
ing lime when burned. 
Limestone, 3 
Liters to gallons, 45 


Loro, 119 
M 
Magnesium, 47, 51, 70, 71, 84, 104, 107, 
109, 111 


chlorosis, 84 
concentration of, 70, 71 
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Magnesium, deficiency of, 84, 107, 109, 
111 
function of, 84 
source of (magnesium sulfate, epsom 
salts), 47, 51 
table of parts per million, 104 
testing for, 104 
Magnesium salts, 47 
Magnesium sulfate (anhydrous and 
epsom salts), 47, 51 
Manganese, 73, 86, 108, 109 
deficiency of, 86, 108, 109 
frequency of application, 73 
function of, 86 
method of applying, 73 
quantity to apply, 73 
source of (manganese sulfate), 51 
Manganese sulfate, 51 
McElivice, F. W., visual deficiencies, 
112 
Measures, 44, 45 
Method of selecting crop and formula, 
62 
Metric system, explanation of, 43 
tables, 44 
Millimole solution, defined, 41 
how to make up, 41 
Molar solution, definition of, 41 
how derived, 41 
how to make up, 41 
Molecular solution, 41 
Molecular weight, definition of, 40 
determining, 40 
example of, 40 
Molecule, definition of, 36 
Monocalcium phosphate, 47, 49 
Monopotassium phosphate, 47, 49 
Mulching: in a greenhouse, the prac- 
tice of applying manure to feed 
plants and conserve moisture. 
Mulching, elimination of, 9 
Multicide, 119 
Muriatic acid, 52 


N 


Narcissus (jonquil), 12 
Necrosis: a localized or general death 
of plant tissue, caused by low 


INDEX 


temperature, fungi, improper 
feeding, deficiency of proper ele- 
ments, etc. 

Necrotic: characterized by death of 


plant tissue. 
New Jersey Experiment Station, 3, 6, 
12, 109-111 
carnation quality in nutrients, 12 
deficiency symptoms, 109-111 
original nutrient method, 3 
present nutrient method, 6 
Nicofume, 120 
Nicotine sulfate, 120 
Nightingale, G. T., deficiency symp- 
toms, 109-111 
Nitrate tests, Purdue, 93, 94 
Urbana Laboratories, 95-98 
Nitric acid, 52 
Nitrogen, 35, 72, 83, 93-98, 107, 108, 
1105 112) 113 9114 
chlorosis, see Chlorosis 
deficiency, 35, 72, 83, 107, 108, 110 
jay Tels: 
excess of, 83, 113, 114 
foliage test, 93 
for standard solution, 98 
function of, 83 
percentage in plant, 80 
table of parts per million in solution, 
96 
testing for, 93-98 
Nitrogen-potassium balance, 59, 65, *66, 
*67, 68, 70, 112-114 
for carnations, *66, *67, 68 
for chrysanthemums, 112-114 
for roses, 65, *66, *67 
for tomatoes, 59, *66, *67, 70 
summer and winter relationship, 65, 
*66, *67 
Nitrogen salts, 47, 49, 51 
ammonium nitrate, 47 
ammonium sulfate, 49 
calcium nitrate, 49 
potassium nitrate, 51 
sodium nitrate, 47 
Nucleus, 80 
Nutrient culture, advantages of, 8-13 
as a hobby, 30-35 
definition of, 1 


, 


INDEX 


Nutrient culture, financial return, 12, 
121-125 
freedom from disease in, 9, 12 
history of, 1-7 
Nutrient elements, see Elements 
Nutrient equipment, 14-29, 30-32 
large-scale, 14-29 
sectional bench method, 31, 32 
small-scale, 30-32 
waterproof box method, 30, 31 
Nutrient solutions, choice of, 62 
concentrating to control growth, 57 
discarding vs. replenishing, 63 
formulas, 59-62 
four-salt formula, 34, 114 
PH of, relative acidity, 34, 60 
preparation of, calculating amount of 
salts, 52-55 
mixing salts, 55 
replacing, 55, 96 
testing of, 87-104 
three-salt formula (Shive), 59 


O 


Oakum: a caulking substance made 
from hemp rope, used to fill 
cracks in the bottoms of benches 
before applying the roofing paper 
and waterproofing. This gives 
a more solid surface and pre- 
vents accidentally pushing stakes 
through the bottom and_ so 
puncturing it and causing leaks. 

Ohio Agricultural Experiment Station, 

potash starvation, 111-112 

State Experiment Station, de- 

ficiency symptoms, 108-109 

Osmosis, definition of, 77 

Osmotic pressure, 77 

Overload relay, 24, 127 

advantage of, 24 
source of, .24, 127 
Oxygen, source of, 86 
use of, by plant, 86 


4 


Ohio 


Paris green, 119 
Parts per million (ppm.), 34, 44, 55, 
87-105 
definition of, 34 
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Parts per million (ppm.), determina- 
tion of, 53, 54, 55, 87-105 
when making up solution, 53, 54, 55 
when testing used solution, 87- 
105 
tables of, calculating for each tank 
and formula, 53, 54, 55 
record sheet for each tank and 
formula, 136-138 
testing for each tank and formula, 
87-105 
record sheet for each tank and 
formula, 132-135 
Pests, plant, spraying for, 119-121 
DH, relative acidity, 34, 42, 60, 85, 91-93 
control of, 42 
definition of, 42 
relation to iron deficiency, 85 
seale of, 42, 91 
testing for, 91-93 
various crop requirements, 34, 60 
Phloem, function of, 76 
location of, *76 
Phosphate, test for, see Phosphorus 
Phosphate salts, 47, 49, 50 
monocalcium phosphate (Double su- 
perphosphate), 47, 49 
monopotassium phosphate, 47, 50 
triple superphosphate, 50 
Phosphorus, 70, 71, 83, 98, 99, 107, 108, 
110, 112; Lis; 114 
concentration of, 70, 71 
deficiency of, 83, 107, 108, 110, 112, 
113 
excess of, 113, 114 
function of, 83 
source of, 83 
table of parts per million used in 
testing, 99 
test for, 98, 99 
Photosynthesis: the process whereby 
plants, in the presence of light, 
with the aid of chlorophyll. 
manufacture carbohydrates from 
carbon dioxide and water. 
Photosynthesis, 75, 78, 80 
manufacture of carbohydrates, 78 
possible under artificial light, 75 
process of, 75 
relation of chlorophyll to, 80 
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Pinch out, pinching, pinched: removal 
of flowering bud or side shoots 
to improve the quality of crop. 

Pipe, 19, 22 

kind to use, 22 
size of, 19 
Pith, location of, 76 
Plant, absorption of elements, 77 
cell of, see Cell 
circulation within, 75, 76 
phloem, *76 
xylem, *76 
composition of, 79, 80 
deficiency symptoms, see Deficiencies 
feeding intervals, 23 
food manufacture, 75 
food storage, 75, 79, 81 
pH requirements, 34, 60 
staking and tying, 115 
structure of, *76, 78-81 
cell, *79 
leaf, *78 
root, 75 
stem, 76 
tissue, testing, 93, 105 
Plant growth, see Growth 
Plants, hardwooded, 58 
softwooded, 58 

Plastids (chloroplasts, 
leucoplasts), 80 

Potash starvation, 111, 112 

See also Potassium 

Potassium, 35, 47, 50, 51, 63-70, *66, *67, 
71, 83, 84, 99-101, 107, 108, 109 
110, 111, 112, 113-114 

chart, *66, *67 
See also Nitrogen-potassium bal- 
ance 
concentration of, 63-70 


chromoplasts, 


> 


deficiency of, 35, 83, 84, 107, 108, 109, 
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excess of, 113-114 

function of, 83, 84 

source of, see Potassium salts 

table of parts per million used in 
testing, 101 

testing for, 99-101 

ammonia, interference with test, 71 
where found in plant, 84 


INDEX 


Potassium salts, 47, 50, 51 
potassium chloride, 47 
potassium nitrate, 47, 51 
potassium phosphate, 47, 49 
potassium sulfate, 47, 50 

Potatoes, yield (Gericke), 12 

Precipitate: a substance 

from a solution. 

Precipitate, in benches, 17 
in solution tank, 64 

Protein: a substance which makes up 

most of the cytoplasm of the 
cell. It is difficult to define be- 
cause of the complexity of its 
characteristics. However, for our 
purpose, we should know that 
proteins contain carbon, hydro- 
gen, oxygen, and nitrogen to- 
gether with sulfur and sometimes 
phosphorus and iron. These ele- 
ments are synthesized within the 
plant by chemical reaction be- 
tween nitrogen and _ carbohy- 
drates. 

Proteins, 80-83 

Protoplasm, 80-81 
cytoplasm, 80 
nucleus, 80 
plastids, 80 
vacuole, 81 

Pump, 17, 22, *23, 24, 25, 127 
cost of, 25 
location of, 17 
size of, 22, *23, 24 
source of, 23, 127 

Purdue, 91, 93, 127 
solutions, see Withrow 
tests, 91-93 

source of reagents, 91, 127 

Purity, percentage of, 46 
table of, 47 

Pyrethrum, 120 


separated 


R 


Radical, definition of, 42 
Rapid test kits, 91 
See also Testing 
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Reagents, testing, 91, 92, 93, 95, 98, 99, 
101, 103, 104 
compounding, acidity, 91, 92 
nitrate nitrogen, 93 
source of, Purdue reagents, 91, 127 
Urbana Laboratories reagents, 127 
Records, sheets for, 132-142 
composition of solution and amount 
of salts used, 136-138 
condition of solution and amount of 
salts added, 132-135 , 
crops and weather conditions, 139- 
142 
suggestions for keeping, 62, 63 
value of keeping, 63 
Relative acidity, see pH 
Respiration: the process by which 
plants absorb oxygen and give off 
carbon dioxide. (Do not confuse 
this with photosynthesis.) 
Respiration, 75 
Root: the portion of a plant, usually 
subterranean, which serves to 
anchor it and also acts as an 
organ of absorption, conduction, 
aeration, and food storage. 
Root hairs: a fine outgrowth from an 
epidermal cell at the tip of a 
root, through which roots absorb 
water and nutrients. 
Root system, 7. 9, 75, 115, 119 
aeration of, 7 
cleaning soil from, preparatory to 
benching, 115 
function of, 75 
anchoring method, 9, 119 
conveyors, 75 
storage, 75 
protection of, in spraying, 119 
relation to nutrient solution, 75 
Rose, 65, *66, *67, 73, 116, 119, 122 
foliage test, 65 
humidity requirement, 116, 119 
iron requirement, 73 
nitrogen chart, *66 
nitrogen concentration, 65 
nitrogen-potassium balance, 122 
potassium chart, *67 
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Rose stock, new plants, treatment of, 
116, *118 


8 


Salts, 40, 41, 52, 53, 54, 55 
calculating weight used, 52-55 
definition of, 40, 41 
dissolving in tank, 55 
name derived, 41 
parts per million in solution, 53, 54 
complete table for tank and 
formula, 53-55 
record sheets, 132-142 
standard of measuring, 41 
Sand culture: usually applied to the 
method which uses sand or other 
fine media to anchor the plants, 
and in which the solution is ap- 
plied on the surface and allowed 
to percolate through. 
Sand culture, 1 
commercial application, 3 
Scald: any one of several parasitic dis- 
eases, causing a burning or 
browning of plant tissues, which 
develop as a result of high tem- 
peratures, intense sunlight, or 
chemical deficiencies or excesses, 
Sectional bench method, 31, 32 
automatic equipment for, 32 
construction of, 31 
feeding, 32 
size of sections and solution con- 
tainers, 31 
Seedlings, in nutrients, 115 
in soil, 115 
transplanting, 115 
Selocide, 119 
Shive, J. W., Shive’s three-salt solution, 
59 
Silica: a very fine, clean, quartz sand. 
Silica, 17 
Simple basic solution, 114 
Sodium nitrate, 47 
Soilless agriculture: a term that may 
be applied to any method of 
supplying chemical nutrients in 
the absence of soil 
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Soilless agriculture, 1 
Solutions (twelve tested formulas, 59- 
62) 
acids and bases formula, 60 
building up or restoring, 63, 64 
discarding method, 35, 63 
Hill and’ Davis formula, 62 
mixing salts to form, 53, 55 
movement in plants, 77, 81 
imbibition, 77 
osmosis, 77 
transpiration, 77, 81 
wilting, 77 
New Jersey Experiment Station, two 
formulas, 60 
Ohio State formulas, 61, 62 
parts per million in, 53-55 
pH of, see under pH 
selecting a suitable, 62 
Shive’s three-salt, 59 
simple-four salt, 34, 114 . 
stock, how to make and _ dilute, 


33 
summer solution to start with, 34, 
65, 69, 95 


testing, frequency of, 64 
methods of, see Testing 
terms used in referring to testing 
solutions, differentiated, 95 
variation of formula, 65-70 _ 
nitrogen-potassium balance charts, 


*66, *67 

winter formula, 65, 69 

Withrowsy. 2c, 60° “2D°) “1h 
2 BOL 


Solution-tank, see Tank 
Sources of equipment and materials, 
127-128 
Spacing of plants, 9, 31, 116, *117 
carnations, 116 
cuttings, 116, *117 
mums, 116 
roses, 116 
tomatoes, 116 
Sprays, kinds of, 119 
precautions in use of, 119 
Stems, cross section of, *76 
function of, 76 
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Sterilizing, methods of, 9, 121 
acid, 9,.121 
formaldehyde, 9, 121 
hot water, 9, 121 
steam, 9, 121 
Stocks, earliness of bloom in nutrients, 
122 
Stock solutions, diluting, 33, 34 
discarding of solutions instead of 
testing, 33 
formulas for, 59-62 
making, 33 
Stomata, definition of, 75, 77, 81 
function of, 77, 81 
location of, 75, *78, 81 
Subirrigation method, converting to, 
14-29 
Farnham, R. B., 4, 6 
Withrow, R. W., 3, 6-7 
Sulfur, deficiency of, 85, 108, 109 
function of, 85 
where found, 85 
Sulfuric acid, 52 
Superphosphate (triple), 50 
Switch, hand, 24 
See also Time switch; Overload relay 
Symbol, definition of, 36 
essential elements, 39 
Syringing, precautions in, 119 
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Tables, conversion, 45 
metric, 44 
showing data for individual tank, 55 
grams required per tank, 55 
grams required for 1 ppm., 55 
parts per million in tank, 55 
testing data on, parts per million of 
calcium, 103 
parts per million of magnesium, 
104 
parts per million of nitrogen, 96 
parts per million of phosphorus, 99 
parts per million of potassium, 101 
Tank farming: a term usually applied 
to outdoor systems in which 
plants are grown in nutrient cul- 
tures under the Gericke system. 
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Tank, solution, *15, *16, 17, 53, 54, 55, 
*102 
construction of, 15, 16 
cross walks, 17 
grams of salt per tank, calculating, 
53, 54, 55 
location of, *15, *16 
pump, 17 
maintaining acidity in, 17 
precipitation in, 14 
volume of, 15, 53 
walls of, 15, 16 
waterproofing of, 17 
Temperatures, cool crops, warm crops, 
120 
Testing, equipment, 87-91, *87 
foliage testing, 64, 65, 68, 104, 105 
for calcium, 101-103 
for iron, 104 
for magnesium, 103-104 
for nitrogen, 93, 94-98 
for pH, 91-93 
for phosphorus, 98-99 
for potassium, 99-101 
Test kits, see Testing 
Purdue University Kit, 71 
Urbana Laboratories Kit, 91 
Three-salt solution (Shive’s), 59 
Time switch, advantages of, 24 
cost of, 25 
kinds, 23 
operating period, 23 
sources, 23, 127 
Tomatoes, *2, 12, 59, *66, *67, 70, 122 
effect of potassium on, 59 
Gericke’s yield, 12 
in nutrients, *2 
nitrogen-potassium balance, *66, *67, 
122 
response to nutrients, 122 
Toxic elements, 40, 46, 70, 71, 86 
Transpiration, definition of, 77 
regulation of, 81 
Transplanting, 115 
Triple (treble) superphosphate, 50 
Trough, inverted V, *18, *20 


U 


University of Illinois, automatic sec- 
tional bench method, *32, 33 
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Urbana Laboratories reagents, 127 
Urbana Laboratories’ tests, 91-104 
calcium test, 101, 103 
iron test, 104 
‘magnesium test, 103, 104 
nitrate test, 95-98 
phosphorus test, 98-99 
potassium test, 99-101 


V 


Vacuole, contents of, 80, 81 
definition of, 79 
Visible growth, 75 
Visual deficiencies, 
Institute, F. 
2 
Volume of tank, 52, 53 


American Potash 
W. McElivice, 


W 


Wagner, Arnold, Key to Deficiencies, 
108 
Water culture, see Hydroponics 
Water-culture method, aeration in, 5 
compared to cinder culture, 5 
equipment for, 5 
yield, 5 
Water for solution, 
55 
Water-gas products, avoid, 17 
Water of crystallization: water which 
is regarded as present (chemi- 
cally combined) in many crystal- 
lized substances, and which is 
expelled from them by heat, 
usually with loss by the sub- 
stance of its crystalline prop- 
erties. See Anhydrous. 
Water of crystallization, presence in 
salts, 47 
Waterproof box method, 30, 31 
construction, 30 
feeding, 30, *31 
fill for, 31 
location of box, 31 
size of box, 30 
size of solution-bucket, 30 


types suitable, 


154 INDEX 
Weinard, F. F., University of Illinois, 
sectional bench method, 31, *32, | Xylem, 76 
33 function of, 76 
Wilting, cause of, 77 location of, *76 
Winandy concrete benches, 22 
Window-box for nutrient culture, 31 
Withrow, Robert, 3, 6-7, 47 Zine, 86 
method detailed, 6-7 deficiency of, 86 
subirrigation system, 3 function of, 86 


table of purity of fertilizer salts, 47 toxicity of, 86 
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